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THE PROGRESS PAPER 


Papyrus Parchment Paper dating from 2000 B.C. 


Brief Summary Contents 


Map origin paper, Egypt the Near East. Also map area invention 
and progress production. Illustrated with drawings and photographs actual 
material, some ancient origin. 

European development. 

Spain, Italy, Greece, France, Belgium, Holland, Germany, Poland, Russia, England, 
1800 A.D. 

Invention machines, expansion Europe with many odd facts 1850 A.D. 

Advancing mechanical progress brings more inventions abroad—to 1875 A.D. 

American phase transition, 1690-1775. 

Improvements paper America after the Revolution. 

infant industry gradually becomes larger development American mills, 
1800-1850. 


—and many other subjects. 
ORDER YOUR COPY TODAY— 
Luxe Edition bound blue cloth—$12.50 


THE LOCKWOOD TRADE JOURNAL CO., INC. 


West 47th New York 19, 
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What Superintendent? 


this modern day maybe someone could should write job spe- 


cification for superintendent. would sound something like this. 


He’s papermaker, machine tender, beaterman, cook. 
He’s grinderman, mechanic, able executive. 

He’s cost conscious, production minded, understanding 
man. 
He’s got S.S.S. short- 
age—sizing—men—women, and H.S.T. 

He’s got labor, pollution, sulphur, wires, wood and broke. 
He’s practical, technical, engineering, hard working man. 
He’s the keystone, the flux, the mortar. 

He’s the spark plug. 

He’s that hard headed, two fisted multi-knowledged realistic 
man, that makes money, labor, management work our sys- 
tem free enterprise. 

He’s the super. 


But more important than what is, who is. 


Paper Trade Journal happy present its “Who’s Who Among 


the Superintendents.” 


the Most Useful Paper 
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Produce More Paper 
Maintain Quality 


Pioneers of: 


Synergistic combinations 


bactericides and fungicides 
Intermittent treatment 
Hot toxicant-detergent clean-ups 


Spray treatment 


Slime measuring unit 


Slime indicator 


Buckman Laboratories, Inc. 


Representatives Most Countries 


MICROORGANISM CONTROL SPECIALISTS 
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Wyandotte research chemists and service 
representatives, conveniently near all mills 
this great paper-making area, have 
been working closely for many years with 
paper manufacturers. Can help you? 
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PAPER TRADE 


Prompt shipment Soda Ash, and 
better SERVICE—from WYANDOTTE 


Convenient location Wyandotte Chemicals, 


the hub the northern paper industry, helps 


serve you faster, better. 


Here—at almost the exact center 
the northern paper-making area— 
your complete, reliable source for 
soda ash. 

You benefit prompt, ship- 
ment, better service, and high quality, 
too. 

Consider all factors 
Our range grades, and the uni- 
formity Wyandotte Soda Ash, 
are other important factors 


want consider selecting source 
supply for Soda Ash. 


Wyandotte has reputation for 
taking good care the needs our 
customers record, whether the sup- 
ply long short. also supply 
the paper industry with high-quality 
caustic and chlorine. And our pre- 
cipitated calcium carbonate, Pure- 
cal* the whitest pigment- 
extender known. 


We'll work with you 


Our sales representatives and 
search laboratories (another 
dotte advantage) will gladly assist 
you any problem. Consult them 
now. Wyandotte Chemicals 
tion, Wyandotte, Michigan. 
Principal Cities. U.S. PAT. 


CHEMICALS 


— 


‘ 
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GREATER WET STRENGTH 
ONLY ONE 


addition its effectiveness wet strength agent, Reichhold BECKAMINE 
increases dry tensile and Mullen strength and aids the retention 
clay, rosin size, starch and other beater with the result that you 


use starch tub size their papers find the addition this resin not only imparts 
wet strength, but also aids laying fuzz and improving scuff resistance. 
BECKAMINE P-682-35 urea-formaldehyde resin the cationic type and can 
diluted infinitely with water without precipitation. For complete information, 
please write for booklet number 300. 


CHEMICALS, INCORPORATED 


630 Fifth Avenue, New York 20, 
SYNTHETIC RESINS -CHEMICAL COLORS -PHENOLIC PLASTICS - PHENOL - GLYCERINE 
PHTHALIC ANHYDRIDE - MALEIC ANHYDRIDE SODIUM SULFATE - SODIUM SULFITE 


Creative Partner Progress 


‘Vie. 
better all around wet strength papers. may applied bleached 
kraft, sulfite, ground wood, rag mixtures these pulps. Mills which 
q 


Here one the extras which 
proves that “All Motors are NOT 
synthetic rubber 
gasket... 


Permanently indexes the 
motor leads 


Prevents leads from rubbing 
against metal parts 


Prevents water from entering 
motor box 


For more evidence the many 
ways which Reliance Precision- 
Built Motors are made better 
deliver dependable power longer 


... write for Bulletin 


1099 ‘Road, Cleveland 10, Ohio 
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complete line Dryer Felts for every kind 
paper from finest tissues heaviest Kraft. 


The Abney Mills, BRANDON Dryer Felt Mill 


Greenville, South Carolina 


Manufacturers “BRANDON” Cotton Dryer Felts and 
Brandon Asbestos Felts 


Special weaves are available both Cotton and Asbestos Felts 
improve the quality your finish and quantity production. 


Quick service from looms running two and three shifts per day. 


Write your Dryer Felt problems. Instant reply and consultation 
are your service. 


Morey Paper Mill Supply 


309 SOUTH ST., FITCHBURG, MASSACHUSETTS 
Sole Distributors Dryer Felts Manufactured DRYER FELT 


The Abney Mills, BRANDON Dryer Felt Mill 
GREENVILLE, SOUTH CAROLINA 


DRYER FELTS 


This digester actually 


what tomorrow’s rotary di- 


gester may like. one 


several such digesters regu- 
larly built Biggs under- 
the laboratory tests that 
furnish the information which 
enables Biggs maintain 
leadership the field 
paper making digester equip- 
ment. 


better serve the require- 


ments the paper making 
industry Biggs has for years 


conducted extensive experi- 
mental projects aimed the 
design and production the 
most modern and efficient di- 


gester equipment. 


This “Baby” has the answers... 


Superintendents 


only natural then, that 
you are thinking expand- 
ing your digesting facilities 
will pay consult first with 


Biggs engineer. 


THE BIGGS BOILER WORKS COMPANY 


1015 BANK STREET 


AKRON OHIO 


WOR} 
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How MACON KRAFT 


EIGHT WORTHINGTON PUMPS with Stainless Steel impellers, wearing rings Sutherland refiners turn deckered stock into finished 
shaft sleeves are used circulate black liquor counterflow system from pulp Macon Kraft. Seven the refiners are shown here, with 


the last washing stage back the first. battery seven behind the piping. 


MuO FILTER 


VAPORATOR 


DIRECT 


JOURNAL the Most Useful Paper 


Steel 


serve the 
world’s longest 
paper machine 


the time its installation 1948, the 540- 
Beloit Fourdrinier machine Macon 
Kraft Company, Macon, Ga., assumed the title 
“world’s longest paper turns out 
average 680 tons per day 38-to-69 pound 
container board with trimmed paper width 
198 inches. 

The machine itself makes liberal use the 
Stainless Steel and does the other 
mill equipment that serves it. glance the 
flow chart the opposite page, with Stainless 
indicated red, shows how vital this 
material Macon Kraft’s operation. 

the Beloit machine, the headbox lined 
with Stainless Steel. The entire side frame struc- 


STAINLESS STEEL 


UNITED STATES STEEL SUPPLY, WAREHOUSE DISTRIBUTORS Divisions UNITED STATES STEEL COMPANY, PITTSBURGH 
UNITED STATES STEEL EXPORT COMPANY NEW YORK 


Superintendents 


tural members, wire changing rails, save-all pan 
and downlegs white water pit are Stainless, too. 
Stainless deflector bars between table rolls throw 
off water into the Stainless save-all pans. Separator 
boxes are being switched Stainless replace- 
ments are made. 

stock preparation, Stainless Sutherland 
refiners, with Stainless discs, turn deckered 
stock into finished pulp. Maintenance consists 
regrooving the discs every six months. 

the liquor recovery side are two sets six- 
effect evaporators with each the first two effects 
both sets made 504 Stainless tubes. 
Macon Kraft also uses Stainless extensively 
pipe, valves, pumps and tanks. 

Every mill has its where the 
durability and corrosion-resistance Stainless 
Steel are vital production. Use Stainless wher- 
ever you need and, for finest performance, make 
sure you get perfected, service-tested Stain- 
less Steel. 


WET END Macon Kraft’s 540-foot-long Beloit Fourdrinier mach- 
ine. Side frame structural members, wire-changing rails, save-all 
pan and downlegs to white water pit are all Stainless Steel. 
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Avy 
2-451 
> 
paper 
nother 
UNITED 


7 


Section PAPER TRADE 


How About 


your Mill Air Balance all should be? 


Don’t you think time have ROSS Engineers check 
your Air Systems 


Why Bother? 


Because costing you money every day you neglect 
something about it. 


For Example! 


The new Mills recently revamped Mills, fully equipped 


with ROSS Air System, are breaking all records 


ency and production. 


Now! 


Why not write ROSS ENGINEERING CORPORATION 
today? Engineer will glad make survey your Mill 
and discuss with you your Air Problems, obligation. 


ROSS ENGINEERING 


MANUFACTURERS AIR PROCESSING SYSTEMS 


444 MADISON AVENUE NEW YORK 22, 


17 

201 N. Welis Street, CHICAGO-6 @ 79 Milk Street, BOSTON-9 @ 9225 Grand River Avenue, DETROIT-4 @ 600 St. Paul Avenue, LOS ANGELES- 
0 

ROSS ENGINEERING CANADA, LIMITED, MONTREAL, CANADA CARRIER-ROSS ENGINEERING COMPANY, LIMITED, LONDON, ENGLAN 
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ELLIOTT SYNCHRONOUS MOTORS 


Bracket type Elliott 
Fabri-Steel synchronous 
motor driving Jordan. 


Whether you need synchronous, squirrel-cage, 
wound rotor, direct current motor drive, 


Large, easily accessible conduit boxes 
are standard all Elliott motors. Drip- 
proof box above plus long leads and 
clamp-on type connectors make con- 
nections simple task, and provide 
adequate protection. Splashproof type 
conduit boxes also available, providing 
same ample size and ease accessibility. 


Ridgway Division 


Select ELLIOTT—because 


Long established reputation— manufacturers 
dependable motors and generators for over half 
century. 


Pioneering achievement—many outstanding fea- 
tures motors today originated Elliott Engineering 
Department. 


Advanced engineering completely re-designed 
line motors and generators since World War II. 
The new FABRI-STEEL design provides: 


New bumpproof strength Rigid, light bearing brack- 
Reduced maintenance cost. Write for descriptive 


bulletins. 


FOR MOTORS HP: 


CROCKER-WHEELER DIV., AMPERE, 
Plants at: JEANNETTE, PA. © RIDGWAY, PA. 


DISTRICT OFFICES IN PRINCIPAL CITIES 


| 
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TRIMBEY REGULATOR 


2100 Service! 


Pump Type Regulators made two general designs— 


For Consistencies 
HEAVY For Consistencies $715 


Position Recorders can added for 


Direct Reading for Remote Recording Glens Falls 


TRIMBEY CONTINUOUS Metering 
and Proportioning SYSTEM 


Save First Cost, Floor Space, 


Power and Maintenance 


Trimbey Continuous Systems are 
operating with great success 
large number paper mills 
mechanically controlled 
ing, blending and metering the 
complete paper furnish, replacing 
batch methods. 
meter and proportion two more 
kinds pulp together with colors 
and other ingredients. 


The rate total output the 
tem can adjusted instantly over 
wide range without disturbing 
relative proportions any the 
ingredients. Without shutting down, proportions 
any, all, pulps chemical ingredients can 
individually changed meet your requirements. 
Specific designs The Trimbey System gives dependable quantity values for 
are available meet 
your individual 
ments. These range from 400 ies, 
tons per day for two more Pulps, Newsprint, Kraft Paper, Box Board, Building Board, In- 
Color, Size, Clay, Alum, sulating Paper and Roofing Felt mills. 


TRIMBEY CENTRIFUGAL PULP SCREENS 


Designed For All Kinds Pulp and Paper Stock 


Trimbey Screens are suitable for all grades pulp and Type Pulp 
also for old paper stock, insulating material, etc. 


each pulp used during any given period. These systems 


Semi-Chemical .045" 

Base price standard construction with $1986, De-Inked Book Stock 
bronze trim, manganese bronze screen plates News Sulphite 
stainless steel Glens Falis Ground Wood 
stainiess steel cover. Kraft 
Mixed Waste Paper 
West Coast Representative—R. Barnes, Jr. 

PAPER MACHINE SCREEN .065" 


TRIMBEY MACHINE WORKS 


Paper Mill Engineers and Manufacturers GLENS FALLS, NEW YORK 


Trimbey Screens for Canada and sold Foster Wheeler, Ltd., St. Catharines, Ont. 


accounting purposes. Totalizing counters record the volume 


are now use Ground Wood Specialties, Book, Tissue, 


‘ 
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thrive heat 


Because they have all asbestos yarn both directions the 
sheet side, ASTENS feel right home where the dryers are 
hottest. That’s why they last longer and cut tonnage costs. 


Economy the long run 


the Most Useful Paper 


Rolls can lift- 
for extra 
high stacking. 


Rolls 3500 
lbs. are readily 
handled. Here 
two are stored 
simultaneously. 
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POWER INDUSTRIAL TRUCKS 
Estoblished 


PAPER TRADE 


ROLL CLAMP TRUCK 


why this Elwell-Parker unmatched for roll 
handling mill, warehouse, ship-hold, boxcar, 


SNUG STACKING Close, orderly storage, 
impossible with many similar devices, easily 
achieved with this truck because its clamp 
can securely grip rolls short their maxi- 
mum diameter. 


ADJUSTABLE CLAMP 
safe and positive, yet pressure can 
varied for different papers kinds 
wrappers. 


PALLETS NEEDED—One user saved 
20% space alone because dunnage 
strips pallets are required. 


VERTICAL HORIZONTAL HANDLING 
—This Elwell-Parker will both carry and 


stack rolls either position, and can save time 


rotating rolls while truck traveling. 


Many E-P roll handlers have 
quickly repaid their cost reducing spoilage prac 
tically zero. 


Get all the facts this finer truck that affords the best way handle 
paper rolls. Write for E-P Reporter No. The Elwell-Parker Electric 
Co., 4190 St. Clair Ave., Cleveland Ohio. 


Horizontal pick- 


up—truck’s up- 
rights tilt for- 
ward 
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correct angle, 
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OFFICERS 1951-1952 


President 


Glen Sutton 


Sutherland Paper Co. 
Kalamazoo, Mich. 


Ist Vice-President 2nd Vice-President 3rd Vice-President 


Gordon Singletary Donald Dick Harry Hadley 
Brunswick Pulp Paper Co. Howard Smith Paper Mills, Ltd. Gardner Board Carton Co. 
Brunswick, Ga. Cornwall, Ont., Canada Middletown, Ohio 


4th Vice-President 5th Vice-President Secretary-Treasurer 


Howard Street Martin Auchter Harry Weston 
National Vulcanized Fibre Co. Hoberg Paper Mills, Inc. St. 
Yorklyn, Del. Green Bay, Wis. Chicago, Ill. 


TRUSTEES 


Fred Boyce William Brydges Raymond Barton 


1836 St. Boonsboro Rd., Route Michigan Paper Co. 
Milwaukee, Wis. Lynchburg, Va. Plainwell, Mich. 
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OFFSET GRAVURE 
PRINT COATER 


Designed for use paper machine groups, the Offset 
Gravure Print clay-coats paper and paperboard 
full paper machine speeds. 


The end product used quality printed magazines 
and printed paperboard containers. 


Send for pamphlets coating, treating and laminating 


FRANK EGAN COMPANY 
Bound Brook, New Jersey 
Designers and builders of: Treaters, Film Casting 


Machines, Laminators, Air Dryers, Coaters, Printers, 
Embossers, Winders for the Plastics Industry. 


Cable Address: 


i 
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Me 
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Vice-Chairman 


Edward McQuillan 
American Writing Paper Corp. 
Holyoke, Mass. 


DIVISIONAL OFFICERS 


Chairman 


Alfred Montagna 
Southworth Paper Co. 
West Springfield, Mass. 


Secretary-Treasurer 
John Retallick 


Marcella Ave. 
Pittsfield, Mass. 


2nd Vice-Chairman 


John Murphy 
Chemical Paper Mfg. Co. 
Holyoke, Mass. 
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James Fish 
Fitchburg Paper Co., Fitchburg, Mass., Mill 
Manager 

4 Experience: Forty years as a paper maker. Six 
years with Brown Co., Berlin, N. H., and fifteen 
years with Paterson Parchment Paper Co. 

was Consulting Engineer for three years and 
also worked with the Esleeck Mfg. Co., from 
1915 1920. 


Alfred Montagna 

Southworth Co., West Springfield, Mass., 
Superintendent. 
Experience: Started Office Boy 1918 and 
then went into Machine Room setting up special 
watermarks. From this job went second hand 
paper machine, and later machine tender. 
1946 was promoted the position Super- 
intendent, which now holds. also serv- 
ing Chairman Connecticut Valley Division 
American Pulp and Paper Mill Superintend- 
ents Assn. 


Alfred Bonanno 


Champion-international Co., Lawrence, Mass., 
Superintendent the Coating Division. 


Experience: Employed 1937 Technical Depart- 
ment, Champion-International Co. One year paper 
tester, Quality Control Paper Division; six years 
as chemist, development work; two years as assist- 
ant foreman, Coating Department; three years 


PAPER TRADE 


superintendent Coating Division. General experi- 
ence includes working with soda pulp, book paper. 
coating, calendering, sorting and trimming. 


Gilbert Parks 
Fitchburg Co., Assistant Mill 


Experience: Has been with Fitchburg Paper 
26 years. 


Sidney Brown 


Rogers Corp., Goodyear, Conn., Vice-President 
Charge 


Experience: Native Malden, Mass. B.S. de- 
gree from 1928. Joined Rogers 1928 
chemical engineer. Introduced Laboratory con- 
trol program. Became production manager in 
1941 and vice-president in charge of manufactur- 
ing 1946, his present position. Married and 
has two children, Jay and Carolyn. Hobbies: 
Dramatics and Photography. 


John Murphy 


Chemical Paper Mfg. Co., Holyoke, Mass., 
Machine Superintendent. 


Experience: Machine tender fourdrinier 
chine years, making from 
100% rag, light weight manifold and onion skin 
and light weight specialties. Previous this 
time spare hand for nine years. May, 1950, pro 
moted machine superintendent two machines, 
one making light weights and the other making 
high grade index. Also experienced cover 
papers and colored specialties. 


Ernest Eyles, Jr. 


Fitchburg Paper Co., Fitchburg, Mass., 
Mill Superintendent. 


Experience: Came Fitchburg Paper Co. June 
1922, the age years. Worked all 
departments Fitchburg Paper Co. until present 
position. 


Leo Tolland, Sr. 


Tileston Hollingsworth Co., Boston, 
Production Superintendent. 


Experience: In 1920 started to work as 4 helper 
the Maintenance Department. January 
1922, was transferred the Production 
(Machine Room). On July 22, 1922, was pr 
moted 4th hand and January 1923, 
moted 3rd hand. july 1924, 
back tender the paper machine and 
1932, promoted machine tender. Feb 
1941, became tour boss the production 
ment and April 1948, was promoted 


Edward 


American Writing Paper Corp., Holyoke, Mass., 
Superintendent Nonotuck Division. 


Experience: Twenty-five years on Bond Papers 
and Sulphite Specialties. 


22—Superintendents Section 
q da 


the Most Useful Paper Superintendents Section—23 


“WHO’S WHO” 
BIRD MACHINERY 


that Superintendents Associate with the 


JOURNAL 


making better pulp and paper and more 


per day lower cost per ton 


urg Paper Co, 


BIRD SCREENS for continuous production uni- BIRD VIBROTOR SCREENS for handling big BIRD JONSSON SCREENS for high capacity, high 
formly good paper maximum paper stock high consistencies smail space efficiency knotting and screening all grades 
speed. hundred million pounds paper pass low cost. pulp. 

through Bird Screens every day. 


urdrinier ma- 
id onion skin 
y, 1950, pro- 
wo machines, 
other making 
ed on cover 


DIRTECS for economical and super-effective re- CENTRIFINERS for triple centrifugal treat- BIRD SAVE ALLS for recovery valuable fibres 
moval dirt from all varieties and quantities ment those stocks that require the ultimate waste water lowest net cost per ton. 


é 4 


helper 
BIRD SHOWER PIPES for maximum VICKERY FELT CONDITIONERS for VICKERY DOCTORS BIRD CONSISTENCY REGULATORS 
ction Dept. action and minimum use top speed press felt op- shining rolls that will turn out for dependable, automatic control 
was pro Both Oscillating and Self- without mid-week shutdowns. well better paper. Care- stock consistency not more than 
pro types. fully engineered for each and every 0.1% heavier lighter than de- 
became sired. Easy install anywhere. 
Feb. 
romoted 
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production superintendent. All his experience has 
been with the Tileston Hollingsworth Co. 


National Folding Box Co., Inc., New Haven, 
Conn., Mill Superintendent. 


John Ardini 


Tileston Hollingsworth Co., Boston, Mass., 
Manager 


Experience: Started work for Tileston Hol- 
lingsworth Co. on February 1, 1937 as clerk in 
Beater Room. Advanced to beater engineer, color 
man and beater room foreman, tour boss, chief 
inspector, handling quality control and complaints, 
then became machine superintendent and 
from there to mill manager on February 17, 1948. 


Norman Bearse 


Co., Lawrence, Mass., 
Vice President—Production 


Experience: Was graduated from the University 
New Hampshire with the Class 1921. From 
1923 1929, development .and research chemist 
for Nashua Gummed & Coated Paper Co., Nashua, 
From 1929 1936, plant chemist for 
Lowe Paper Co., Ridgefield, From 1939 
1950, technical director for Champion-International 
Co. 1950 to present, production manager, Cham- 
pion-International Co. 


Chester Child 


Merrimac Paper Company Lawrence, Mass., 
Technical Director N.E. Sales Manager 


Experience: 1925-1930, laboratory and beater room 
supervisor, International Paper Co., Rumford, 
Maine; 1930 to 1935, beater room supervisor, 
Nekoosa Edwards Paper Co., Nekoosa, Wis.; 
1935 1936, beater room supervisor, International 
Paper Co., Rumford, Maine; 1936 to 1937, beater 
room supervisor, Marinette Paper Co., Marinette, 
Wis.; 1937 present date, technical director, 
Merrimac Paper Co., Inc., Lawrence, Mass.; 1950, 
made New England sales manager in addition to 
duties technical director Merrimac Paper 
Co., Inc., Lawrence, Mass. 


Douglass Compton 


Robertson Paper Box Co., Inc., Montville, Conn., 
Board Mill Superintendent 


Experience: Graduated from Yale University in 
June, 1932. Worked for National Folding Box 
Co., New Haven, Conn., for fifteen years, 
mill superintendent 1946 and 1947. January 
1948 joined Robertson Paper Box Co., Inc., Mont- 
ville, Conn., board mill superintendent. Member 
American Pulp and Paper Mill Superintendents 
Assn, since 1939. Member TAPPI, 1952. 


Charles Crocker 
Dexter Sons Inc., Windsor Locks, Conn., 
Superintendent 


PAPER TRADE JOURNA 


Has had thirty-seven years 
paper business making tissues, carbons, Condenser 
tissues, manifolds, long fiber tissues, 
fine grades too numerous mention, 


Charles Myers 


Plant Manager. 


Experience: Graduate of the University of Buf. 
falo. Started in paper business with Volney Felt 
Mills, Inc. Felt mill manager, Bonafide Mills; 
felt mill superintendent, Certain-teed Corp, 
Niagara Falls. Left this position join the 
Norton Co. December, 1950. 


Vincent Richard 


Crocker-McElwain Co., Holyoke, Mass., 
Superintendent No. Mill. 


Experience: Twenty-three years with Rising Pa- 
per Co., including pasting room foreman, finish- 
ing room foreman, assistant superintendent, night 
superintendent, three years 
Keith Paper Co. May 16, 1949, with 
Crocker-McElwain. 


William Dalrymple 
Crocker McElwain Paper Co., 
Superintendent Mill 


Experience: Started with Peebler Sons, 
White Ash, Lanc., England; four years charge 
beater room, Litaghur Paper Mills, Bengal, 
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India; six years beater engineer, Strathmore Pa- 
Woronoco Mill, Mass.; four years 
Rainbow Paper Corp., Windsor, 
two years night superintendent, Valley 
Paper Co., Holyoke, Mass.; six years, American 
Writing Paper Co., Holyoke, Mass., assistant to 
general superintendent; six years beater foreman, 
lee Paper Co., Vicksburg, Mich.; fourteen years 
with present employers, Crocker McElwain Paper 


Frank Johnson 
Crocker-McElwain Co., Holyoke, 
General Superintendent 
King Paper Co., Kalamazoo, Mich., 
superintendent and general superintendent, 1914- 
1924; Diana Paper Co., Y.; gen- 
eral superintendent, 1924-1928; Sherman Paper 
Co, Watertown, N. Y., general superintendent 
and production manager, 1928-1938; Crocker- 
McElwain Co., Holyoke, Mass., general superin- 

tendent 1938 to present time. 


Frank MeAndrews 


Western Fibre Co., Careyville, 
Mill Manager 


John Kennedy 
Champion International Co., Lawrence, Mass., 
Pulp and Paper Mill Superintendent 
Experience: American Writing Paper Co., 1918- 
1946; Lion Match Co., 1947-1948; Consultation 


and Development Work, 1949-1950; Champion- 
Internationa] Co., 1951—, 


John Riley 


Chemical Paper Co., Holyoke, Mass., 


Experience: Formerly connected with the Crocker- 
McElwain Co. in Holyoke for twelve years and 


later joined the Keith Paper Co. Turners 
Falls assistant superintendent. Now employed 
superintendent the Chemical Paper Co. 


Benjamin Teale 
Crane Co., Inc., Dalton, Mass., Superintendent 
Old Berkshire Mill 

Experience: Superintendent with Crane & Co., 
Inc., thirteen years cigarette and carbonizing; 
four years Standard Products Corp. mill man- 
ager; Ancram Paper Mill, Ancram, N. Y., manu- 
facturing carbonizing; thirteen years mill man- 
ager Smith Paper Co., Lee, Mass., manufactur- 
ing cigarette paper; five years superintendent and 
assistant manager British-American Tobacco Co., 
Ltd., Petersburgh, Richmond, Va.; manager vari- 
ous activities for same concern Texas and Mexico; 
six years machine designer American Tobacco 
Co.’s American Machine and Foundry Co., Brook- 
lyn, Y., designing cigar and cigarette ma- 
chinery; designer and inventor Teale Flexible 
Slice for Fourdrinier machines; built and sold 
Jones Sons Co., Pittsfield, Mass. 


Rudolph Schlapak 


Seaman Paper Co., Otter River, Mass., 
Superintendent. 


Experience: Over 20 years, mostly in light 
weights, machine tender, tour boss, and super- 
intendent, in various mills in New England and 
New York State. For the past ten years has 
been at mill at Otter River. 


Fred Bolner 


Deerfield Co., Monroe Bridge, Mass., 
Superintendent. 


Experience: Worked on paper machine and super 
calender Hartford City Paper Co. Worked 
machines and rewinders Crown Willamette 
Paper Co., Oregon City, Ore. and Camas, Wash. 
Worked on super calenders at Riegel Paper Co., 
Milford, N. J. Had charge of super calenders 
at Westfield River Paper Co., Russell, Mass. and 
was assistant superintendent at Rhinelander Pa- 
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per Co., Rhinelander, Wis. Has been night super- 
intendent and superintendent at Deerfield Glass- 
ine Co., Monroe Bridge, Mass. 


Joseph Constance 


Millers Falls Paper Co., Millers Falls, Mass., 
Plant Manager. 


Experience: Thirty-five years of both practical 
and technical experience in making fine papers. 


Russell Hamilton 


St. Regis Paper Co.-Nashua River Division, East 
Pepperell, Mass., General Superintendent. 


Experience: years experience—1912-1913 Bed- 
ford Pulp & Paper Co., Big Island, Va. 1913- 
1916, Halifax Paper Corp., Roanoke Rapids, 
N.C. 1916-1919, Dill Collins, Paper Makers, 
Philadelphia, Pa. 1919 to date, Nashua River 
Paper Co., now St. Regis Paper Co., East Pep- 
perell, Mass. 


Howard Rickards 


Doeskin Products, Inc., Plant Manager. 


Experience: Has made facial tissues, toweling, 
waxing, twisting papers, napkin and toilet grades. 
Has worked for Scott Paper Co., Chester, Pa., 
for seven years; National Paper Products Div. 
Crown Zellerbach Corp., Carthage, for 
eight years; Doeskin Products, Inc., Wheelwright, 
Mass. for three years, 
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Frank Williams 


Crane Co., Dalton, Mass., 
General Superintendent. 


Experience: Thirty-five years with Crane & Co., 
Inc.; seven years general mill work; three years 
rag room foreman; four years 
foreman; eight years, night superintendent; fve 
years mill superintendent; two years, assistant 
general superintendent; six years general super- 
intendent. 


Raymond Winkler 


Paper Holyoke, Mass., Working 
Technical 


Experience: Worked for Chemical Paper Co. for 
years. The last years superintendent 
No. machine which makes specialties and colors. 
Left No. machine April 1952 after sick- 
ness and now is employed in technical control. 


Alva Adams 


Pres. and Purchasing Agent, Adams 
Paper Co., Baldwinsville, 


John Delaney 


Supt. Paper, Doeskin Products, Inc., 
Mt. Tom, Mass. 


Randall Doughty 


Tech. Supt., Fitchburg Paper Co., 
Fitchburg, Mass. 


William Lawrence, Jr. 


Tour Supt., Fitchburg Paper Co., 
River St., Fitchburg, Mass. 
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Joseph Bach 
Not employed present. 


Experience: Has made and F.M. tissues, 
machine crepe napkin and toilet paper, two ply 
facial tissue and wet strength towel Four- 
drinier, Yankee and Cylinder machines. Has had 
quite a little experience in de-inking, washing 
and bleaching waste material. 
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THE LINDBLAD PULP SCREEN 
SAVES VALUABLE FLOOR SPACE 
QUALITY SCREENING OPERATIONS 


The Lindblad Screen designed enable your mill have 
high-quality screened pulp lower operating cost. 
order achieve high-quality screening operations, the 
Lindblad incorporates such characteristics as-- 

positive oil-lubricating system 

Twelve sectionalized cut plates 

Bottom feed inlet box and tailings outlet for 

sub-floor piping 

Self-cleaning ability 

Low power and water consumption 

High capacity 

Space-saving ability 

concrete damping block required 
These features earn for the Lindblad Pulp 


Screen definite place your mill. 
IMPROVED 
PAPER MACHINERY 
CORPORATION 
NASHUA, NEW HAMPSHIRE 


Sherbrooke Machineries Limited manufacture similar equipment Canada 


two water tre 


why will pay you 


matter what your water 


treatment problem, there’s. 


magic cure-all help you. Each 
problem different because 
water composition, rate flow, 
type treatment involved and 
the end result you need. The 


economical solution your 


problem depends upon careful 
evaluation all factors and the 
specification proper equip- 


tment 


beth high-rate and conven- 


tional treatment. For more 
complete picture the many 
types Dorr equipment avail- 
able, ask send you copy 
Bulletin No. 9141. You’ll find 
interesting. THE DORR COMPANY, 
STAMFORD, CONN. 

Every day, nearly billion gal- 
lons water are treated Dorr 
equipment. 


THE DORR COMPANY ENGINEERS STAMFORD, 


That just why the Dorr line 
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problems are the same 


Color removal problem this job the Hollingsworth 


Whitney Company’s mill, Mobile, Alabama. 
Dorrco Flash Flocculators and Dorr Squarex Clarifier. 


CONN. 


Offices, Associated Componies or Representatives in principal cities of the world, 


28—Superintendents Section 
4 a thy 
WORLD WIDE RESEARCH ENGINEERING EQUIPMENT 


the Most Useful Paper Superintendents Section—29 


DIVISIONAL OFFICERS 


Chairman 


Bindley 
Cheney Pulp Paper Co. 
Franklin, Ohio 


Ist Vice-Chairman 2nd Vice-Chairman 


Bernard Merriss Lydick 
Oxford-Miami Paper Co. Beckett Paper Co. 
West Carrollton, Ohio Hamilton, Ohio 


Secretary-Treasurer 


Miron Wittmer 
Pulp Paper Co. 
Franklin, Ohio 
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Walworth 


WALWORTH No. 725FS OS&Y, 
Flanged, Special Alloy Wedge 
Gate Valves were developed es- 
pecially for the pulp and paper 
industry. They are available 
sizes from inches for 200 
pounds, and inches for 
150 pounds, non-shock service. 


WALWORTH No. 928FS Swing 
Check Valves are recommended 
for use with No. 725FS Gate 
Valves. Like No. 725FS, they are 
designed meet fully the re- 
quirements the pulp and pa- 
per industry. 


WALWORTH No. 
Saddle Style, Wedge Gate Valve 
having body, bonnet, and wedge 
Ni-Resist. The seat rings and 
stems are 18-8 stainless steel. 
These valves are available 
sizes and complement 
the No. 725FS valves the 
smaller sizes. 


WALWORTH Pressure-Seal Cast Steel 
Gate Valves exemplify the greatest 
improvement high-pressure, high- 
valve design. The internal 
pressure keeps the body-to-bonnet 
joint tight. Series 600: and larger; 
Series 900: and larger; Series 1500: 
and larger. 


WALWORTH No. 1700F Lubri- 
cated Plug Valves are avail- 
able variety materials 
for service. They as- 
sure life and positive 
operaticn; are wrench 
gear operated; have work- 
ing pressure 200 pounds 
WOG; and are available 


proved 
performance pulp 
and paper mills 


For many years the Walworth Company has 
been producing valves designed for service 
the pulp and paper industry. These valves are 
similar design regular, standard iron body 
gate valves, but, because the conditions 
peculiar the pulp and paper industry, the 
valves are made corrosion resistant alloys. 
Years satisfactory service have proved these 
alloy valves the most suitable for 


this special service. 


Walworth manufactures valves and pipe fittings 
steel, stainless steel, iron, and bronze. 
are Walworth valves latest design. 
For further information and details 
complete line valves and fittings, see your 


local Walworth distributor, write for catalog. 


WALWORTH 


Pulp and Paper Mill Division 
East 42nd St., New York 17,N. 


DISTRIBUTORS PRINCIPAL 
CENTERS THROUGHOUT THE 


q 
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Casper 
Experience: Three years Moraine Paper Co., 
four years erection engineer with the Beloit Iron 
Works.; ten years with Kimberly-Clark Corp., 

Field Service and Niagara, Wis., mill. 


Leo Geiser 


Champion and Fibre Co., Hamilton Ohio, 
irector of Production. 


Experience: Production practically all grades 
paper cylinder and fourdrinier machines and 
finishing operation. 


Thomas Stanley 
The Dresden Paper Mills Co., General 
Superintendent. 
Experience: Forty-nine years making 9-point straw 
for corrugation. Mr. Stanley started his paper 
mill experience with the Coshocton Straw Paper 
1903, working his way through all the 
various departments to the machine tender po- 
sition, November, 1916, resigned his posi- 
tion accept position assistant superintend- 
ent with the Dresden Paper Mills Dresden, 
Ohio. arrived there the first carload 
machinery arrived and helped the late 
Sroufe build this mill which made its first paper 
April, 1917, Founders this mill were the 
late Gallagher, president, and Custer, 
Secretary and treasurer. The late Sroufe 
retired 1932 and Mr. Stanley became general 


superintendent. Mr. Stanley now his thirty- 
sixth year with the Dresden Mill and served 
thirteen years with the Coshocton Mill. This 
makes total forty-nine years one kind 
paper. 


Albert Henrick 


Wrenn Paper Co., Middletown, Ohio., 
Superintendent. 


Experience: Forty-two years specialty papers. 


Earl Jones 
Champion Paper Fibre Co., Production 
Manager. 

Experience: 1917, began working paper 
mill southern Ohio, working machine 
tender 1927. 1928, moved Hamilton, 
Ohio, and began work Champion Paper 
Fibre Co. machine tender. line pro- 
motions, he has been boss machine tender, super- 
intendent, and general superintendent paper 
manufacturing. 


Carl Krancher 


Ball Brothers Co., Ind., 
Plant 


Experience: 1947 date, above; 1945-1947, Ohio 
Boxboard Co., chief engineer; 1930-1945, Inter- 
national Paper Co., Ticonderoga, Y., plant 
engineer; 1929-1930, International Paper Co., 
Berlin, H., plant engineer; 1927-1929, In- 
ternational Paper Co., test engineer Glens 
Falls, Y., Research Division. 
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Dean Newell 
Philip Carey Mfg. Co., Papermill Manager 


Experience: Twenty-eight years manufacture 
of board, kraft and saturating papers. Installed 
the first up-flow mixing box and flow spreader 
a Fourdrinier machine in 1938 at Oakmont, Pa. 


Herbert Randall 


The Champion Paper Fibre Co., Vice-President 
Research Engineering. 


Experience: Twenty-eight years with Champion 
various positions. 


Thomas Fielding 


Howard Paper Mills Inc., Aetna Paper Co. Div., 
Beater Engineer. 


Experience: After graduation from high school 
in 1930 started at the Lee Paper Co. mill, Vicks- 
burg, Mich. Was boss beater engineer at the 
Watab Paper Co., Sartell, Minn., 1934-35. Had 
technical training with dyestuffs regarding their 
application, etc., as used in the paper mill at 
Ciba Dyestuff, Inc., Chicago, Ill., 1935. Worked 
under his father, James F., Chillicothe Paper 
Co., Chillicothe, Ohio, boss beater engineer, 
1936-38. 1944-46 was office and production 
manager, North American Pulp and Paper Co., 
Niles, Mich. 1938-44 and 1946 to present time 
with the Howard Paper Mills, Inc., Aetna Paper 
Co. Division, beater engineer. This experience 
incudes the working with sulphite, rags and 
ground wood fibres, making bonds, ledgers, writ- 
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ings, cover, index, book and numerous specialties 
with ground wood and sulphite. 


Ray Back 


Ft. Wayne Corrugated Paper Co., Hartford 
City, Ind., Power Engineer. 


Experience: Has spent 17 years in paper mill 
power plants, was with the Sorg Paper Co. nine 
years and the Berwin Paper Corp., Dansville, 
Y., for three and one-half years, and was 
power superintendent of the Ft. Wayne Corru- 
gated’s mill Hartford City and Vincennes, 
Ind., until February 1952, which time was 
promoted to power engineer on the staff. 


Ray Denton 


Central Fibre Products Co., Inc., Quincy, 
Superintendent. 


Experience: For the last three years has been 
associated with Central Fibre Products Co., Inc., 
superintendent the Quincy, board mill. 
Before this was associated with both the fine 
paper and board industry in a supervisory capac- 
ity. During some 25 years in the paper indus- 
try, has worked in mills throughout the East, 
Southeast, South, and Middle West. For about 
a year did consulting work for a mill in Brazil, 
South America. 


Joseph Fiori 


Stone Container Corp., Franklin, Ohio, 
General Manager Mill Operations. 


Experience: Started working Philadelphia 
Board and Paper Co. the age years, 
the year 1914, and worked there until 1939 doing 
practically every job the plant until promoted 
superintendent, although 1926 was pur- 
chased Container Corp. Late 
1939 joined the Ohio Boxboard Co. assistant 
superintendent and 1941 returned Container 
Corp. as general superintendent. In 1944 went 
back to the Ohio Boxboard Co. at general super- 
intendent. late 1945 went with the Gibraltar 
Corrugated Co. to help erect their North Bergen, 
J., paper machine. Late 1946 came with 
Stone Container Corp. as general manager of 
their paper mills Ohio, and Coshoc- 
ton, Ohio. Present position is and has been for 
the past five and one-half years, general mana- 
ger paper mills operation. 
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arship study graduate work the Institute 
Paper education was inter. 
rupted this point two and one-half years 
the Navy Electronics repair Officer, The 
last year of this tour of duty was spent aboard 
the U.S.S. Shenandoah, a destroyer Tepair shi 
the fall 1946, Bill was able start 
graduate work the Institute Paper 
try. After three years at the Institute, Bill ac. 
cepted a position with the Moraine Paper Co, 
West Carrollton, Ohio. Bill member 
National TAPPI, American Pulp and Paper 
Superintendents Association, and the American 
Institute of Chemical Engineers. Bill’s hobby is 
cabinet making. He’s very proud of the furniture 
has made and particular bedroom Suite 
solid black walnut. also active 
church work—currently being trustee his 
church and several church committees, Be. 
cause the additional demand his time which 
the job of corresponding secretary of the Ohio 
TAPPI requires this: year; he has had to give 
his work with the Boy Scouts. hopes that 
next year able find time again 
work with them,, 


Harold Leighton 


The Beckett Co., Hamilton, Ohio, 
General Superintendent. 


Experience: Graduate the Massachusetts Insti- 
tute of Technology, class of 1934; received S.B. 
degree chemical engineering. Has been with 
the Beckett Paper Co. since 1938, with four years 
off serve World War Major the 
Chemical Warfare Service, with overseas duty 
the India-Burma theater. Previous 1938 had 
3 years experience as control chemist in an oil 
refinery. Born Boston, Mass., July 1912. 


Arthur Gardner 


The Champion Paper Fibre Co., Hamilton Div., 
Superintendent Mill. 


Experience: Began work in the paper mill at 
Champion as broke loader in 1910. With the 
exception time spent Armed Forces 
World War I, made progression through paper 
machine jobs culminating the job boss 
chine tender. Later received promotion night 
superintendent of #1 and #2 Mills and from that 
position to superintendent of #2 Mill. 


William Martin 


Moraine Paper Co., West Carrollton, Ohio, 
Chief Chemist and Chemical Engineer. 


Experience: Was born South Charleston, Ohio, 
October 12, 1922. attended the grade and 
high school Ashville, Ohio. was graduated 
from high school 1940. Bill studied Chemical 
Engineering Ohio State University under the 
war-time accelerated program. He received his 
degree Chemical Engineering Decem- 
ber, 1943. earned part his college ex- 
penses by working as an engineering draftsman, 
and assistant instructor in the Engineering Draw- 
ing Department the University. During his 
senior year Bill was elected membership the 
Tau Beta engineering honorary fraternity and 
was president the student section the Ameri- 
can Institute of Chemical Engineers. Upon grad- 
uation from Ohio State, Martin received schol- 


Harry Hadley 


Gardner Board and Carton Co., Middletown; 
Ohio, Mill Manager (both Mills) 


Experience: Has worked for The Gardner Board 
and Carton and since 1922 
all operations from cutterman present 
pacity. Prior 1922 worked short time 
both United Board and Carton mill Lock 
port, and Auglaize Paperboard 
Mary’s, Ohio. 
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Eugene Moyer 
West Carrollton Parchment Co., West 
Ohio, Superintendent. 
Experience: Affiliated with the above company 
for years. Served three years general factory 
work; three years printer’s helper; two years 
assistant to foreman in printing department; ten 
years shipping clerk; three years assistant super- 
and three years superintendent. 


Harold 


Champion Paper & Fibre Co., Hamilton, Ohio, 
General Superintendent of Finishing. 


Experience: At The Champion Paper & Fibre 
Co, starting in 1930, consists of working as a 
calender helper, calender runner, clerk in Pro- 
duction Records, and paper inspector. 1942 
was promoted night superintendent Coating 
Mill and Finishing. May 1948 received 
appointment to present position, general superin- 
tendent finishing. 


David Patrick 


Cheney Pulp Paper Co., Franklin, Ohio, 
Superintendent. 


Experience: Twelve years machine tender 
Oxford-Miami Paper Co., West Carrollton, Ohio; 
three and one-half years boss machine tender 
and night Superintendent at Jessup & Moore Paper 
Wilmington, Del. For the past 22% years 
has been superintendent Cheney Pulp Paper 
Franklin, Ohio. 


John Ramsey 


The Champion Paper & Fibre Co., Hamilton Div., 
General Superia endent Paper Manufacture. 


Experience: In 1919 began work at Champion as 
broke loader and worked machine tender. 
In 1928 was given an assignment in the Research 
Department and continued in this work until 1933. 
that time was transferred the machine 
room night superintendent. Later became su- 
perintendent and 1950 received promotion 
assistant superintendent of paper manufacturing. 
Present position carries the title of general su- 
perintendent paper 


William Reigers 


Beckett Paper Co., Hamilton, Ohio, 
Superintendent Finishing. 


Experience: Employed the Beckett Paper Co. 
for twenty-two years. In charge of all finishing 
operations, cutting, trimming, embossing, plating, 
super calendering, sorting, rewinding, seal and 
cartons, case and skid, inventories, roll storage 
warehouse finished paper and shipping. 


Elbert Stanton 


Philip Carey Lockland, Ohio, 
Foreman Mill. 


Experience: lad, started 1916 work 
the Oglesby Paper Co. which now divi- 
sion the Sorg Paper Co. Worked number 
mills Miami Valley, was superintendent 
the Old Wardlow Thomas Paper Mill 
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1944 with the late Thomas O’Flynn, went 
San Juan, Puerto Rico, to help organize a new 
mill there, owned and erected the Puerto 
Rico Development Co. present general 
foreman the Philip Carey Co. 


William Harbrecht 


Hinde Dauch Paper Co., Sandusky, Ohio, 
Assistant Superintendent Mills. 


Experience: years, all with Hinde Dauch. 
Ten years manager, Sandusky Mill 
ent position since December 1, 1946. 


Homer Latimer 
The Champion Paper and Fibre Co., Hamilton, 
Ohio, Director of Papermaking. 
Experience: Production of practically all grades 
paper both cylinder and fourdrinier ma- 
chines. 


James Stinson 


Fairfield Paper Container Co., Baltimore, 
Ohio, Superintendent. 


Experience: Starting the paper mill young 
man worked through the ranks superin- 
tendent. His first job superintendent was with 
The Chas. Boldt Paper Co. Cincinnati, Ohio, 
where new two machine board mill was built. 
Leaving there was for four years 
the Auglaize Box Board Co., St. Mary’s, Ohio. 
Left St. Mary’s take position with the Fort 
Wayne Corrugated Paper Go. Hartford City, 
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Ind. While in Hartford City the mill was re- ant superintendent of coating mill; 1945-1948, su- Has also been with the Reading Paper Mil) 
built. Next went Crossett, Ark., superin- perintendent finishing; 1948-1950, production Reading, Pa.; the Curtis Paper 
tendent where the board machine was also rebuilt. manager; 1950-1951, mill manager; 1951-, division Del.; the Bare Paper Co., Roaring Sprin 
Six and one-half years ago took the position manager. Pa.; now with the Oxford-Miami Paper 
superintendent the Fairfield Paper Container Carrollton, Ohio. 

Co. Baltimore, Ohio. Since coming there they 
have completed a new modern board mill, having 
two board machines. 


John Burdsall 
The Crystal Tissue Co., Middletown, Ohio, 
Assistant General Superintendent 


Obtained early experience while still the uni- oward Paper Aetna Paper Com- 
Roy Meunier versity working the Champion Paper and Fibre pany Div., Dayton, Ohio, Vice-President, 


Morris Paper Mills, Chicago, Superintendent and the Beckett Paper Co., pursuing coop- 


Experience: 1922-1944 with Kieckhefer Container work with college studies. From 1934 1915; 
Co. and subsidiaries, The Eddy Paper Corp., and was with the Crystal Tissue Co. mem- 
North Carolina Pulp Co. 1945-1946 with Rock- the technical staff. From 1946 1948 rep- Uni ichardson 
ton Felt Paper Co. Since 1946 with Morris the Calco Chemical Division, American niversity; 1925 date Howard 
Paper Cyanamid Co. the Miami Valley..In 1948 re- 

turned the Crystal Tissue Co. present capa- 
Member National TAPPI. Past chairman 
Ohio Section, member superintendents as- 
sociation, past chairman Miami Valley division. 
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James Hoerner 
Lloyd Whims 


neer 

General Superintendent. Experience: University of Cincinnati—Mechaniea 

Experience: Twenty-two years making all kinds James Fallon Registered 


State Ohio; employed Champion Paper Fibr 


chanical Depts., draftsman Engineering 
project engineer, assistant works 
ilton Division; assistant division engineer—Ham 
ilton, Ohio. 


Experience: years with the Beveridge Paper 


Co 


John Zimmerman 
The Champion Paper Fibre Co., Hamilton Div., 


Division Manager. Lawrence Carothers 
Experience: 1931-1933, moisture and beater con- Oxford-Miami Paper Co., West Ohio, 
trols, laboratory, inspection; 1933-1935, assistant Night Superintendent Walter Johnson 


coating mill superintendent; 1935-1938, night Experience: Started with Continental Paper Co. 
superintendent coating mill; 1938-1945, assist- and the Oxford Paper Co. Rumford, Maine. 


Pollock Paper Corp., Columbus, 
Mill Manager 
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Paper Mills, Green Bay, Wis.; Falls Pa- 
Power Co., Oconto Falls, Wis.; Brown 
(o,, Berlin, N. H. Has been superintendent, gen- 
eal superintendent, manager of manufacture, etc. 
all grades other than rag. 


Jos. Kubicka 
Container Corp., Chicago, (Lake Shore Mill), 
Mill Superintendent 

Experience: Chemical Engineering graduate of 
Ilinois Institute of Technology. Came to Con- 
tainer’s Lake Shore Plant in 1934 and has filled 
positions as chemist, assistant superintendent, tech- 
nical superintendent. present job mill super- 
intendent since 1946, 


Naughtrip 
Toronto Paper Board Co., Toronto, Ohio, 
Superintendent 

; Experience: Mr. Naughtrip, “Joe” to his many 
friends, has had long and varied experience 
the paper industry. In 1898, at the age of thir- 
teen, he received his first job, in the wet room 
the York Haven Paper Co., York Haven, Pa. 
Even then, such early age, his natural 
ability and initiative were beginning attract 
attention, shown his steady advancement 
from the wet room to the ground wood mill, 
through the sulphite mill the machine room, 
in the short span of seven years. In 1906, he 
moved Austin, Pa., third hand, the 
Bayless Pulp and Paper From third hand 
machine After three years 
Austin, moved Steubenville, Ohio, ma- 
chine tender the Hartje Bros. Paper 
three years time had advanced tower boss 
and then to superintendent, a position he held for 
three years, The Tarentum Paper Co., in Taren- 
tum, Pa., was Joe’s next stop, but only for 
year as the Hartje Bros. again prevailed on him 
return Steubenville. 1925, The Toronto 
Paper Mfg. Co., now The Toronto Paperboard 
Co,, was organized and the management had Joe 
e las been a valuable asset to the mill through 
vat knowledge of paper making, his ability to keep 
Satisfied workmen and his loyalty the mill. Joe 


is married, has a son and daughter and four 
grandchildren, and lives in Toronto, Ohio. 


Lowell Newman 


Crystal Tissue Co., Middletown, Ohio, 
Superintendent Power 
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George Lydick 
Beckett Paper Co., Hamilton, Ohio, 
Plant Engineer 

Experience: Graduated from Purdue University 
in 1934 with a degree in Mechanical Engineering. 
Entire experience has been the paper industry, 
starting first with the Scott Paper Co., Chester, 
Pa. After completion of the Junior Engineering 
Course, was called active duty the Army. 
Spent six and one-half years with two stretches 
overseas. Upon returning to civilian life, accepted 
a position as engineer and plant engineer of Rhine- 
lander Paper Co., Rhinelander, Wis. From there 
went Crossett Paper Mills the capacity 
resident engineer during their expansion program, 
and came The Beckett Paper Co. February, 
1951 plant engineer. 


Charles Piper 


Moraine Paper Co., Div., American Envelope 
Co., West Ohio, 
Superintendent Stock Preparation 
Experience: Spent some time in the laboratory of 
the DuPont Co., Deep Water, N. J.; Waterfalls 
Paper Co., Mechanic Falls, Maine—Beater Room 


Superintendents Section—35 


superintendent and also, at various times, in 
charge machine production; Wausau Paper 
Mills Co., Brokaw, Wis.—Beater Room superin- 
tendent; Moraine Paper Co. Div., American En- 
velope Co., West Carrollton, Ohio, superintendent 
Stock Preparation. Wide experience color 
matching laboratories, beaters and hydrapulpers. 


James Rice 


Champion Paper and Fibre Co., 
Hamilton, Ohio, Division Engineer 


Experience: With present employer since 1926. 
Served as mechanical draftsman, assistant super- 
intendent of power, superintendent of power and 
division engineer. Clarkson College of Technology 
—BS in Mechanical Engineering—1926, BS in 
Electrical Engineering—1927. Registered Profes- 
sional Engineer—Ohio. 


Richard Rice 

American Coating Mills, Elkhart, Ind., 
Technical Director 
Experience: Graduate 1943 University Michi- 
gan, B.S. in Chemical Engineering; 1943-1945 
Office of Scientific Research and Development, 
NDRC; 1946—Research Laboratory, Firestone 
Tire and Rubber Co.; 1947—American Coating 
Mills. 


Gardner Board & Carton Co., Middletown, Ohio, 


Superintendent Coating Operations and 
Chief Quality 
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Experience: Printing pressman—ten years; coat- 
ing superintendent—twelve years; concurrent with 
chief Quality Control—three years. In charge of 
development and production Consolidated Coat- 
ing Process as applied to box board. Designed 
and installed Quality Control system through 
board mills and fabricating divisions. 


Harold Suhs 
Sorg Paper Co., Middletown, Ohio, 

Superintendent Power 
Experience: Graduate—Mechanical Enigneer Uni- 
versity Wisconsin, With paper industry en- 
gineering since 1917 in design, construction, op- 
eration and maintenance. Since 1938—Sorg Paper 
Co.; 1934-37—Detroit Sulphite Pulp and Paper 
Co.; 1928-34—Rhinelander Paper Co.; 1917-28— 
Nekoosa Edwards Paper Co. 


Andrew Westendorf 


Gardner Board & Carton Co., Middletown, Ohio, 
Board Mill 


Experience: 35 years in paper board. 


Elliot 
Excello Paper Preducts Co., Cincinnati, Ohio, 
Superintendent 
Experience: Started the paper industry Cen- 
tral Fibre Products Co., Quincy, 1920. 
Started the bottom and after five years had 


worked himself tour boss job, Remained 
with Central Fibre until 1932. In 1932, went 
to the Container Corp., Circleville, Ohio as a tour 
boss. After one year with Container, was pro- 
moted the superintendent’s position, which 
held for four and one-half years. From Container 
went Miami Mills, Inc., 1939. Held the su- 
perintendent’s job there for two years. In 1942 
went Western Board and Paper Co. Kalama- 
zoo, Mich. as superintendent, In 1944, came to 
Cincinnati, Ohio to work for Excello as their su- 
perintendent and has been there ever since. 


Frank Edward Wantz 
Container Corp. America, Circleville, Ohio, 
Mill Superintendent 
Experience: Graduate DePauw University, 
Greencastle, Ind., 1935, A.B. degree, Chemistry 
Major. Employed control chemist Con- 
tainer Corp. of America 1935 at the Carthage, 
Ind. Mill making .009 strawboard and test liner. 
Beater room foreman, assistant tour foreman ex- 
perience. Advanced to chief chemist 1937 and did 
extensive work on stream pollution. Transferred 
to the Circleville, Ohio mill, .009 strawboard, in 
1941 and advanced mill superintendent 1942 


Noll 
Munroe Falls Paper Co., Munroe Falls, Ohio, 
General Manager 
Experience: Production dept., Hankins 
Co.; sales engineer, Hankins Container Co.; no 
previous mill experience before taking position, 
Munroe Falls Paper Company, 


Reuben Jr. 

The Champion Paper and Fibre Co., 
Hamilton, Ohio, President. 
Experience: Born — June 27, 1908 — Asheville, 
N. C. Attended Grammar School at Asheville, 
Preparatory School the Asheville School for 
Boys (1918 to 1926) graduated 1926, Attended 
Yale University, Sheffield Scientific School, gradu- 
ating 1930 with B.S. Chemical Engineer- 
ing. College Associations: St. Anthony Hall, 
Delta Psi, The Aurelian Honor Society, Yale 
Chapter the American Institute Chemical 
Engineering (President). Spent four months in 
Forestry course Germany and other parts 
of Europe, travelling with Dr. Schenck and Dr. 


PAPER TRADE 


Hoffman. Joined the organization of The Cham. 
pion Paper and Fibre Co. (with mills Can. 
ton, C.; Hamilton, Ohio, and Pasadena 
Texas—referred the Houston Division) 
the summer of 1930. 1931 1934—Miscellangoys 
time study personnel and cost reduction, during 
the early days of the depression. This was made 
possible substantial background through 
training for eight years during summer vacation 
from school and college. 1934-1936—assistant 
eral manager, Aug., 1935—vice-president, 1936. 
1938—director of personnel at the Canton Divi- 
sion. Also plant manager of the Canton Division 
in addition to assistant general manager, 1933. 
1940—Installation cost control set-up and vari. 
ous phases of personnel and organizational work 
at the Hamilton Division, 1940—Setting up per- 
sonnel and cost control elements relationship be. 
tween Manufacturing and Sales for a new ma. 
chine the Houston Division, combined with 
interdivisional production, scheduling and cost 
control, and personnel activities. 1941—vice-presi. 
dent and general production manager, 1946 
executive vice-president. July, 
Married Margaret Watkins, of Charleston, §. C., 
December 17, Children: Reuben Rob- 
ertson, (Sept. 24, 1939), Daniel Huger 
(May 23, 1941), Peter Thomson Rob- 
ertson (Oct. 10, 1945), Margaret Laurens Rob- 
ertson (Jan. 3, 1949). Past Civic and Social As- 
sociations: American Institute of Chemical En- 
gineers, Technical Assn. Pulp and Paper 
dustries, North Carolina Forestry Assn, Treas, 
1935-38, National Committee Industrial 
ice of Y.M.C.A., Committee for Southern Con- 
Board Directors Wachovia Bank Trust 
Co., Asheville, N. C., North Carolina State Plan- 
ning Board 1937-1939, State Board Vocational 
Education, North Carolina. Present and 
Board Directors Ohio 
State Chamber of Commerce, Elected October 22, 
1948 for a 3 year term, expiring 1950;Vice-Presi- 
dent, Ohio State Chamber of Commerce; Ham 
ilton Chamber of Commerce, Hamilton, Ohio, 
1948-——; Director, Procter and Gamble Co., Cin- 
cinnati, Ohio; Commercial Club of Cincinnati, 
Ohio; Commonwealth Club of Cincinnati, Ohio; 
American Pulp Paper Assn., New York; U.S. 
Paper and Pulp Assn., New York; Hamilton 
Industrial Council, Hamilton, Ohio; Business 
Advisory Council, Washington, D. C. U. S, Gov 
ernment Record: Called to Washington, D. C. 
on August 25, 1942 to serve on the War Pro 
duction Board, Transferred December 15, 194 
to Armed Service Forces. Commissioned Captain, 
March 18, 1943; Major, April 8, 1944; and Lieu. 
tenant Colonel, September 16, 1945 Discharged 
October 10, 1945. Appointed President 
man to the Wage Stabilization Board in No 
vember, 1950. Served until June, 1951. 


Adam Swietek 
Corp. America, Chicago, 
Tour Supervisor. 
Experience: Started work for Container 
1933 cutter boy and 1937 became 
calender man, 1939 back tender, 1942 
chine and 1947 tour supervisor. 
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Robert Beckett 


Miami Paper Co., West Carrollton, Ohio, 
Superintendent. 


Experience: Worked for the Sterling Paper Co., 
Hamilton, Ohio, for one year, The flood 1913 
destroyed the mill and did start 
Worked months for the Sorg Paper 
Middletown, Ohio, under Frank Came 
the Miami Paper Co., West Carrollton, Ohio, 
Started fourth hand, Was night 
superintendent for years under Frank Hol- 
and Arthur Randall. Has 
superintendent for seven years. 


Bindley 


Pulp and Co., Franklin, Ohio, 
General Manager. 


Employed Cheney Pulp and Pa- 
Co, since 2nd vice chairman—Miami 
Valley Division, American Pulp and Paper Mill 
Superintendents Assn., 1949-1950; 1st vice chair- 
man—1950-1951; chairman—1951-1952., 


Robert Krause 


America—Lake Shore Div., 
hicago, Manager Mill. 
Engineer, assistant master mechanic, 
master mechanic, plant engineer, and manager. 
All the above experience gained the Lake 
mill Container Corp. America from 
934 date, 


Howard Whitaker 


Mead Corp., Dayton, Ohio, 
Executive Vice-President. 


Experience: With Mead since 1925 
technical and operating capacities, including su- 
perintendent Kingsport pulp mill, 1926-1931, and 
general superintendent Dill & Collins at Phila- 
delphia, 1933-1935; assistant vice president, 1942; 
vice president, white paper operations, 1946; vice 
president operations, 1948; executive vice presi- 
dent, 1951, to date. With War Production Board 
and CPRB, Washington, D. C., 1941-44. Con- 
sultant, NPA, 1951-52. 


Howard Heath Harrison 


Crystal Tissue Co., Middletown, Ohio, 
Vice-President Charge Manufacturing. 


Experience: Chemical engineer—Rensselaer Poly- 
technic Institute 1919; draftsman, Great Lakes 
Dredge Dock 1919; chemical engineer, 
Arthur Little, Inc., 1919-1923, Cambridge, 
Mass.; chief chemist, Tissue Co., 1923- 
1934; general superintendent, Crystal Tissue Co., 
1934-1939; vice-president in charge manufactur- 
ing, Crystal Tissue Co., 1939 to date. Licensed 
Professional Engineer (State of Ohio), Presi- 
dent, American Pulp Paper 
tendents Assn., 1940. 


Ollie Messner 


Pres., Supts. Assn., 1948-1949, Gen. Supt., 
American Coating Mills, Middletown, 


Harold Ruby 


Supt., Container Corp. America, 
Carthage, Ind. 


Wm, Martin 
Proce! Inc., East Palestine, Ohio, Superintendent. 
Experience: 38 years of paper mill experience, 
including the following: total years with 
Adams Bag Co. and Chase Bag Co. at Chagrin 
Falls, Ohio. Eight years as plant superintendent 
Manila Rope and Kraft. Ten years with Procel 
Inc. and Box Service, Inc. at East Palestine, 
Ohio, as superintendent products—test liner, .009 
corrugating medium folding boxboard, ammuni- 
tion board and chipboard. 


Charles Moore 

Howard Paper Mills—Maxwell Paper Co., Div., 
Assistant Superintendent. 

Experience: Eighteen years on Fourdrinier, 

bleaching, refining, maintenance, finishing, pa- 

permaking and laboratory work. 


Shartle Brookover 


Gardner Board and Carton Co., Cincinnati, Ohio, 
General Superintendent, Lockland Board Mill 


Experience: 1927—M.E. 
versity; 1927-1930—Foster Wheeler Corp., Con- 
struction and operations; 1930-1950—Downing- 
town Paper Co.—1930-1932—engineering; 1932- 
1936—sales; 1936-1939—mill superintendent ; 
1939-1943—manager Combiner Department; 1943- 
1950—general superintendent. 1950-present—-gen- 
eral superintendent, Gardner Board and Carton 
Co., Lockland Board Mill. 
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for one... 
but not one for all 


The heart pump the IMPELLER, and each type and size 
Warren Stock Pumps FIVE different impellers are available, each designed 
specifically for five different operating services, yet 
they all fit the same size and type pump. 

Each these impellers its own 
back” other words, the Eductor Vanes 
with which they are equipped, and pioneered 
Warren, keep the space back the impeller 
pumped free fibre grit, reduce pressure the 
stuffing box and insure long packing life. 

Another feature Warren Stock Pumps 
the adjustment for wear between open typical 
and suction liners. Inevitable wear increases the Eductor 
clearance between these two parts, and Vanes 
ment reduce this clearance provided simple adjustment screw. 
This results less frequent replacement liners. 


The foregoing, and many other special features, make advisable 
specify: 


INC., WARREN 


— © 
» \| 
WARREN STEAM PUMP COMPANY, 
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DIVISIONAL OFFICERS 


Chairman 


Richard Peeters 
St. Regis Paper Co. 
Kalamazoo, Mich. 


Vice-Chairman 2nd Vice-Chairman 
Harvey Hartman Leon Mimms 
American Box Board Co. Kalamazoo Paper Co. 
Grand Rapids, Mich. Kalamazoo, Mich. 
signed Acting 


Secretary-Treasurer 


Dr. Nadelman 
Western Michigan College 
Kalamazoo, Mich. 
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you can actually remove 
dispersing the carbon! 


New Denver “Sub-A” Flotation 
for Makes Reclaimed Paper Whiter 


FOR LESS MONEY! 


Now ink, wax and asphalt can removed from 
waste paper physical means—with less cooking, with 
less water and chemicals, with less fiber stain loss. 

Conventional methods de-inking dispersion 
are made obsolete the Denver “Sub-A” Flotation Ma- 
chine which actually picks the undesirable ink particles 
and floats them away. 

Better yet, actual tests have proved de-inking costs 
are less with Denver “Sub-A” Flotation, and quality 
equal better than older methods. one case, fiber 
loss was only total feed, compared losses high 
12%% conventional processing. About 350 gallons 
water per ton feed was used, compared approximately 


33,000 gallons water conventional methods. Also, 


fiber strength greater because reduced cooking and 
bleaching. 

using the new Denver “Sub-A” Flotation method, 
even waxed milk cartons can turned into useful, profit: 
able pulp. This was impractical until Denver “Sub-A” 
tation was developed. 

Find out how Denver “Sub-A” Flotation Machine 
can increase your de-inking profits. Denver Equipment 
Company, world’s largest manufacturers flotation 
chines, can supply you with laboratory analyses, pilot plant 
testing equipment and machinery. Write, wire phone 
today! 


Our 25th year Flotation Engineering 


1400 17TH STREET 


EQUIPMENT 


DENVER COLORADO 


| 
| 
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Wm. Astle 
Michigan Paper Co., Assistont Superintendent. 
1923-1929, 
Groveton, H.; 1929-1931, Hawley Pulp 
Paper Co., Oregon City, Ore.; 1931-1936, Crown- 
Zellerbach, Camas, Wash.; 1936- Michigan Paper 
Co., Plainwell, Mich, 


Groveton Paper Co., 


Experience: 


Fred Barber 
American Coating Mills, Plant Manager, Grand 
Rapids Plant. 

Experience: Graduated from Pulp & Paper Divi- 
sion, New York State College of Forestry, Syra- 
cuse University, 1934; graduate work, 1935; Con- 
tainer Corp. America, Philadelphia, technical 
superintendent, 1936 to 1940; salesman with Stein 
Hall, north central states, 1940 to 1942; Chief, 
Container Division, Office Procurement Ma- 
terial, Navy Department, Washington, 
1942 1945; American Coating Mills, 
Elkhart, Ind., 1945 1947, manager Lami- 
nating Division and New Products Development; 
present position since 1947, 


Howard Breyfogle 
Alton ‘Box Board Co., Alton, Ill., Mill 
Superintendent. 
Experience: October, 1915, began working the 
Standard Paper Co., Kalamazoo, Mich., where 
worked Seven years, the last year night 
Superintendent. February, 1923, began work 


the Eddy Paper Corp. and Kieckhefer Container 
Co., White Pigeon, Mich., where he worked nine 
years, the last year as superintendent. Since 
May, 1932, has worked at the Alton Box Board 
Co., Alton, Ill., as mill superintendent. 


Robert Caine 
Kalamazoo Vegetable Parchment Co., Manager 
Manufacturing. 

Experience: All with Kalamazoo Vegetable Parch- 
ment Co. 1928-1939, employed in Personnel and 
Employment Department; employed in Cost De 
partment; assistant superintendent of Fine Paper 
Division; 1939-1944, manager of KVP Philadel- 
jond Divisions, Parchment plant; 1946-1948, su- 
perintendent Wax, Bond and Parchment Divisions, 
Parchment plant; 1948-1951, manager of Con- 
verting Operations, Parchment plant; presently 
manager of manufacturing. 


Joseph Ely 
Peninsular Paper Co., Superintendent. 
experience paper 


Experience: Forty years 


making. 


Harrison Kindig 


United Biscuit Co. Amer., Mac Sim Bar Paper 
Div., Chemist. 


Experience: Sixteen years with Mac-Sim-Bar, 


Leo Paul Newtown 
Dunn Paper Co., Plant Superintendent. 


Superintendents 


Experience: Started paper making career at the 
age of fourteen with the Diana Paper Co., Har- 
risville, Was with the International Paper 
Co. in Berlin, N. H., for six years and at their 
Niagara mill at Niagara Falls, N. Y., for four- 
teen years. Traveled for the Dicalite Co. as a 
sales engineer for a period of two years, U. S. 
and Canada. Was assistant plant supt. for The 
Rushmore Paper Co., Gouverneur; Y., from 
1947 1949. Came Dunn Paper Co. 1949. 


Nick Gian 
Simplicity Pattern Co., Superintendent. 

Experience: Started the paper industry the 
year of 1918 as a screen boy in Kaukauna, Wis. 
Worked on all the different positions to present 
one. Has made book, bond, index, mimeograph, 
bristol, manifold and tissue. Worked Kau- 
kauna, Wis., for Thilmany Paper Co. and Outoga- 
mie Paper Co. to 1936, then worked with North 
American to 1944, moved tissue machine to 
Niles, Mich., at the Pattern plant, has two 120” 
cylinder machines making pattern tissue. 


Frank Libby 


Kalamazoo Vegetable Parchment Co., Parchment, 
Mich., Corporate Pulp and Paper Consultant. 


Experience: Came to KVP in 1919 from Gardi- 
ner, Maine, after serving in the chemical war- 
fare section of the Army during the first World 
War. Had already graduated from the Univer- 
sity of Maine. Started with KVP as a chemist. 
Maintained interest the technical develop- 
ment and technical problems 
KVP’s Research and Development Lab grew 
under his direction. Has done tremendous amount 
of research in both pulp and dyes. Became 
General Manager of Papermaking. In 1951 be 
came Corporate Pulp & Paper Consultant. In 
this capacity directly associated with 
operations in both Parchment, Mich., and Espa- 
nola, Ontario. Resident Parchment, Mich., 
for 32 years. Has two married daughters. Is 
confirmed sportsman; enjoys hunting and fresh 
water fishing well ice-boating. Has mem- 
berships TAPPI, American Pulp and Paper 
Mill Superintendents Assn., American Water- 
works Assn., YMCA, Chamber of Commerce, 
Methodist Church, Masons, Alpha Chi Sigma 
(honorary engineering soc.). 
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Richard Peters 


St. Regis Paper Co., Kalamazoo Division, 
Superintendent Finishing. 


Experience: Fifteen years with Kimberly-Clark 
at Kimberly, Wis.; 22 years with Combined Locks 
Paper Co., Combined Locks, Wis.; years 
St. Regis Paper Co. Secretary-Treasurer, Michi- 
gan Division, APPMSA, one year; chairman at 
present. 


Alfred Perlick 


Kalamazoo Vegetable Parchment Co., 
Superintendent Bleaching Stock Preparation. 


Experience: Six years laboratory control and re- 
search. Helped develop chlorination bleaching and 
started first bleaching this method 
in 1930. Has been in charge of bleaching and 
starch preparation since that time. 
thorne Paper Co. and Clarage Fan Co. before 
going to K. V. P. Has served in all the offices 
including chairman of Michigan Div. of Super- 
intendents’ Association. 


Walter Wolfe 
Mac Sim Bar Paper Co. div. United Biscuit Co., 
General Superintendent. 
Experience: 1910-1912, Ohio Boxboard, Rittman, 
Ohio. 1912-1915, Mac Sim Bar Paper Co., Ot- 
sego, Mich. 1915-1917, Gardner-Richardson Pa- 
per Co., Middletown, Ohio. 1917-1918, Ohio Box- 
board, Rittman, Ohio. 1918-1924, Mac Sim Bar 
Paper Co., Otsego, Mich. 1924-1930, managed 


own Public Utility company. 1931-, Mac Sim 


Bar Paper Co., Otsego, Mich. 


Ivan Cronkhite 


Sutherland Paper Co., Kalamazoo, Mich., 
Power Plant Supervisor. 


Experience: Two years power plant supervisor, 
Sutherland; three and one-half years chief engi- 
neer, St. Regis Paper Co.; two years salesman 
and sales manager, Weatherseal Co. Maintenance 
engineer, Kalamazoo Stone Co., two years; mainte- 
nance engineer, Chick Cab Co., two years; super- 
intendent maintenance, F. L. Jacobs, Detroit, one 
year. Bryant Paper Co., maintenance work and 
power plant operation, thirteen years. 


Chermak 


Kalamazoo Vegetable Parchment Co., Parchment, 
Mich., Electrical Engineer. 


Experience: Graduate electrical engineering (B. 
of E. E.), University of Minnesota, 1941. Eight 
years with General Electric follows: two years, 
engineering test; three years, naval ordnance in- 
stallation; three years, service engineer at Grand 
Rapids, Mich., office. Two and one-half years 
with Co. Member of: AIEE, TAPPI, 
American Pulp and Paper Mill Superintendents 
Assn.; licensed engineer, State of Michigan. 


Henry Bongers 


Sutherland Paper Co., Kalamazoo, Mich., 
Assistant Superintendent Division +7 New Mill. 


PAPER TRADE 


Experience: Started working on a Paper boani 
machine broke boy the year 1924 the 
Western Board Paper Co., Kalamazoo, 
there until 1928 which time left and took 
a job at the Sutherland Paper Co., Div, #4 
Kalamazoo. Was made machine tender 
1932; in 1940 was made a tour boss over three 
machines; in 1945, accepted a job as night super. 
intendent; in 1949 accepted a day job in the ney 
board mill assistant which 
position still holds. 


Michael John Goloff 


St. Regis Paper Co., Kalamazoo, Mich., 
Chief Engineer. 


Experience: Graduate mechanical engineer. 
arrival this country, worked various capaci- 
ties with the Industrial Building Contractors 
Railroad and Machinery Building Shops, attaining 
position foreman. Design engineer with 
Canadian Westinghouse Co. Mechanical and 
electrical maintenance engineer with the Ford 
Motor Co. Draftsman and design engineer with 
Consolidated Paper Corp., Belgo Mill. Engi- 
neer I/C of wartime work and special projects 
for the corporation. Mechanical superintendent 
and resident engineer for the same corporation. 
1/C of reorganization and cost control of Service 
Departments and post war projects at Port Al 
fred mill. Has total sixteen years’ experience 
covering operating, management and _ engineering 
phases of pulp and paper mill operations. 


Lester LaLiberte 


Kalamazoo Vegetable Parchment Co., Parchment, 


Experience: Worked for six years 
chines for Kimberly-Clark Corp., Niagara, Wis. 
Newsprint, wallpaper and later book papers were 
made this mill. 1919 went 
Falls, Y., work their new mill, which 
was being built at that time to manufacture roto 
gravure paper. 1925 left the 
Corp. work tour boss for Kalamazoo 
table Parchment Co. Parchment, Mich. High 
grade waxing, sulphite bonds and writing papers 
are being made in this mill. In 1932 was we 
moted assistant superintendent and 
became superintendent, which now 


holds. 
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St. Regis Paper Co., Kalamazoo, Mich., 
Resident Manager. 


Employment with St. Regis com- 
menced January, 1928, as a chemist in the 
Deferiet laboratory. Later became chief chemist 
and then technical director for the Printing and 
Publication Paper Division, Continued in latter 
position until October, 1948, at which time was 
transferred Kalamazoo mill the company 
resident manager and that position occupied to 
date. 


Experience 


Harvey Hartman 


American Box Board Co., Grand Rapids, Mich., 
Mill Superintendent. 


Experience: Started at the American Box Board 
Co, in the fall of 1921. Started as a winderman, 
then to third hand and back tender. Ran ma- 
chine for nine years. Tour boss for five years. 
Assistant mill superintendent for five years, and 
mill superintendent for eight years. 


Leslie Hill 


Kalamazoo Vegetable Parchment Co., Parchment, 
Mich., Assistant Superintendent. 


All his paper making experience, 
which has been years, has been with Kala- 
mazoo Vegetable Parchment Co. Started the 
age and worked through various jobs 
the Paper machine. Four years later was made 
machine tender, In 1932, was promoted to night 


tour boss. Worked in tnis capacity for 18 years. 
In 1950, was advanced to assistant superintendent. 


Geo. Johnson 


Kalamazoo Vegetable Parchment Co., Parchment, 
Mich., Superintendent Paper Mill No. 


of Michigan, started at 
paper making at Central Paper Co., Muskegon, 
Mich.; worked there several years. Worked three 
Champion Fiber Co., North Carolina, 
superintendent. Now working at 
Vegetable Parchment Co. At the 
superintendent of Paper Mill 
26 years. He is 


Experience: native 


years at 
as assistant 
Kalamazoo 
present time is 
No. 1, has worked here for 
married and has five boys. 


Stanley Leishman 


Escanaba Paper Co., Mich., Paper 
ill Superintendent. 


Experience: 1925-1932, Pacific Mills, Ltd., Ocean 


C., general mill and office experience; 
1932-1938, Howard Smith Paper Co., 
Mills, Que., technical director and general su- 
pervision; 1938-1945, Ryegate Paper Co., E. Rye- 
gate, Vt., general superintendent; 1945-1948, 
Mead Corp., Philadelphia, paper mill superintend- 
ent; 1948-date, Mead Corp., Escanaba Division, 
paper mill superintendent. 


Falls, B. 


Albert Mausolf 


Fletcher Paper Co., Alpena, Mich., 
Superintendent. 


Crabtree 
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Experience: Forty-five years in paper making; 
five years as machine tender; two years as tour 
boss at Paper Co., Muskegon, Mich.; 
twenty-five years as night superintendent; thir- 
teen years as general superintendent. 


Central 


John Wood 


Kalamazoo Vegetable Parchment Co., Parchment, 
Mich., Vice-President in Charge of U.S.A. 
Manufacturing Operations. 


Experience: Graduated from University of Michi- 
gan, receiving BSE degree in 1922 and MSE de- 
gree in 1923. Has spent 28 years in the paper 
industry, working one year on paper machines at 
Kalamazoo Paper Co. before joining KVP. 
Worked on wax machine; worked in Engineering 
Department and Cost Department. Was named 
superintendent of printing in 1941, then superin- 
tendent of wax department in 1943, then manager 
ali conversion including parchment 1944. 
Was named manager of manufacturing at Parch- 
ment in 1947. In 1951 became vice-president in 
charge of U.S.A. 
cluding branch plants at Devon, Pa.; KVP Co. 


manufacturing operations, in- 


Texas, Houston, Texas; and Harvey Paper 
Products Co., Sturgis, Mich. 
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Raymond Barton 


The Michigan Co., Plainwell, Mich., 
General Superintendent 


Experience: First employment in the pulp and 
paper industry was at the Northumberland, N. H. 
mill what now the Groveton Paper Co., dur- 
ing the summers of 1916-1917. Believe this mill 
was known at that time as the Susquehanna Pulp 
and Paper Co. Started work January 1, 1920 in 
the laboratory the Groveton Paper Co., Grove- 
ton, N. H. as laboratory assistant, made Chief 
Chemist in 1926 which position was held until 
1930. In September 1930 entered the employ- 
ment of the Michigan Paper Co., Plainwell, Mich., 
as a chemist. In March 1936 became superinten- 
dent of Michigan Paper. Is a member of the 


American Pulp and Paper Mill Superintendents 
Assn. and TAPPI. Served chairman the 
Michigan Division the American Pulp and 


Paper Mill Superintendents Assn. 1939. Served 
as president of the American Pulp and Paper Mill 
Superintendents Assn. during the years of 1944- 
present member the Board Trustees 
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of the Superintendents Assn. and as such is a 
member the Board Directors the Super- 
intendents Assn, 


Claude Bos 

St. Regis Paper Co., Kalamazoo, Mich., 
Superintendent Coating Mill 
Experience: Twelve years with Bryant Paper Co. 
various positions; three years with Time, Inc. 
as tour foreman; one year with St. Regis Paper 
Co, as coating supervisor; one year with St. Regis 
as assistant superintendent; two years with St. 

Regis as coating mill superintendent. 


George Carleton 
Detroit Sulphite Pulp Paper Co., Detroit, 
Mich., President 
Experience: C. D. Howe & Co., consulting en- 
gineers, Port Arthur, Ont.; Russell Timber Co., 
Ltd., Port Arthur, Ont.; Detroit Sulphite Pulp 
& Paper Co. 


Samuel Fortune 


Hawthorne Paper Co., Kalamazoo, Mich., 
Production Superintendent 


Experience: First started paper making career 
with the Bedferd Pulp and Yaper Co., Big Is- 
land, Va. wet machine operator, beater helper. 
Transferred paper machine 4th hand, 3rd 
hand, and backtender. Worked on coating ma- 
chines for the West Virginia Pulp and Paper 


Co., Piedmont, W. Va. (Luke, Md.). Went with 
the Roanoke Rapids Paper Co., Roanoke Rapids, 
(Now Halifax Paper Corp.), backtender 
when this mill was first started, promoted ma- 
chine tender which position held for two and 
one-half years, With the old Richmond Paper Co., 
Richmond, Va., their coating mill. Machine 
tender for the District of Columbia Paper Co., 
Washington, D. C. Machine tender for the Stand- 
ard Paper Mfg. Co., Richmond, Va. Superintend- 
ent for The Dixie Paper Mills, Browns Island, 
Richmond, Va. (Now The Albemarle Paper Co.) 
Machine tender for the Tarentum Paper Mills Co., 
Tarentum, Pa. Returned The Standard Paper 
Mfg. Co., Richmond, Va., as night superintendent 
and assistant superintendent, seven years. Joined 
with Robert Rudd and William Stronach 
1927 to organize the Rochester Paper Co., Roches- 
ter, Mich., for the manufacture of blotting, matrix, 
filter and absorbent specialties superintendent 
and manager production, maintenance 
chasing. In this position for twenty-three years. 
Before joining the Hawthorne Paper Co. was a 
practical paper maker with technical knowledge 
experienced manufacture most all standard 
grades, and highly technical grades of paper. A 
member the Superintendents Assn. since May 
31, 1928. 


William Giese 


Container Corp., America, Chicago, 
Paper Mill Superintendent 


Experience: Worked for Nekoosa 
Edwards Paper Co. Started as roll plugger, ended 
third hand. Started working for Container 
Corp. of America July 8, 1923, then known as 
Chicago Lumber Co. Began as cutter boy, then 
third hand, back tender, machine tender, tour boss 
and for the last fifteen years, paper mill 
intendent. 29 years with Container. 


years 


super- 


Hathaway 


Kalamazoo Vegetable Parchment Co., 
Kalamazoo, Mich., General Superintendent 


Experience: University Chemical 
Engineering 
ment Co.:—chemical engineer 1932-1948, assist- 
ant manager of Paper Manufacturing 1948-1951, 
general 
(5-25-51). TAPPI:—Chairman, Kalamazoo Valley 
Section 1937-1938, Chairman, Non-Fibrous Mate- 


1932. Kalamazoo Vegetable Parch- 


superintendent of papermaking 1951 
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Committee Member 1951, Chairman, Local 
tions Committee American Pulp Paper 
sion 1949-1950, 


Lowell Stewart 


Keyes Fibre Co., Superintendent, 
Hammond, Plant 


Keyes 


machine 


shipping foreman, 
finishing foreman, assistant plant superintendent 
at Waterville; 1940, superintendent Hammond 
Plant of Keys Fibre Co. 1947. Graduate of Maine 


University—B.S. 


beater room, room, 


Forestry. 


Marshall Rutz 
Kalamazoo Parchment Co., 


Kalamazoo, Mich., Superintendent 

Manufacturing, Parchment, Mich. Operations 
Experience: Graduated from Kalamazoo college 
one year to research in the Upjohn Laboratories 
1937 graduated with masters degree 
chemical engineering from the University 
Michigan. Came with KVP in 1937. Did inten 
sive research transparent papers and, from 
1938 1945, worked Parchment research. 
Instrumental improving many production 
niques. Became superintendent of parchment 
machines in 1945, and in , 
superintendent, 1951 was 
tendent manufacturing Parchment, 


operations, Lives with wife, Mildred, and three 

i ini 4 
children, Phyllis, Virginia, and Merkel 00 
badminton 


Parchmount in Parchment. Former 


player, now Enjoys reading and working 
yard. Elder the Presbyterian 


Chamber of Commerce, Kiwanis Club, American 


a member of the Foremen’s Club, 


Pulp Paper Mill Superintendents’ Assn. 


Luey 


Sutherland Paper Co., 
Staff Technician and Assistant Vice- 
President Production 


Experience: Graduate Dartmouth Colllege 1936, 
Interna 
tional Paper Co., Hudson Falls Mill, Corinth, N. 


Y., 1937-1939; Sulfite Pulp Mill and —— 
1940- 


Institute Paper Chemistry 1936-37. 


American Coating Hills, Elkhart, 
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1942, assistant technical director; 1942-1946 
Navy Reserve; 1946-1950 technical director. 
Sutherland Paper Co., 1950-1951, technical depart- 
ment 1951; production department, 


cian. 


Glen Sutton 


Sutherland Paper Co., Kalamazoo, Mich., 


Experience: 39 years total in paper board pro- 
duction, Started at Wabash, Ind., working for 
United Paper Board during the summer months, 
returning to school in the fall for four years. 
After a short time of steady employment at 
Wabash, went to Rittman, Ohio, for approxi- 
mately six months, then to Alton, IIl., the Alton 
Box Board, and from there to Kalamazoo, Mich. 
Was employed Kalamazoo the Western 
Board & Paper Co., then to the American Box 
Board Grand Rapids, Mich., for two and one- 
half years. After that, returned to the Western 
Board & Paper Co. for approximately ten years. 
From there to the Simplex Paper Co., Adrian, 
Mich., for about three and one-half years, re- 
turning to Kalamazoo with Sutherland Paper Co., 
by whom he has been employed for the past 
19 years. 


Byron Wood 


American Coating Mills Corp., Subsidiary 
Robert Gair Co., Industrial Relations 
Director. 


Experience: 1926, graduated from Stout Insti- 
tute; 1926-1930, night superintendent of Box 
Plant, Rockford Fiber Container, Rockford, 
1931-1932, general superintendent, Rockford Fi- 
ber Container, Lynchburg, Va.; 1932-1937, gen- 
eral superintendent, Rockford Fiber Container, 
Division of Eddy Paper Co., Rockford, Ill.; 1938 
—American Coating Mills Corp.; superintendent 
of Box Plant then personnel director, Elkhart 


Operation; and the present time, 
industrial relations for all plants of the A.C.M. 


William Yarger Winey 


Central Paper Co. Muskegon, Mich., 
Technical Assistant General Superintendent 


Experience: Born at Kalamazoo, Mich., Sept. 14, 
1921. A.B, Kalamazoo College 1943. Spent two 
years Continental Motors Corp. chemist and 
metallurgist. Joined Central Paper Co. 
trol chemist in September 1945. 
research chemist February Promoted 


con- 
Promoted to 


head research chemist upon completion of new 
research and development laboratories in 1947. 
Made acting director of laboratories in 1950. 


Appointed assistant to general superintendent in 
April 1951. 


Harry Bradford 


Rex Paper Co., Kalamazoo, Mich., Vice-President, 
Secretary, and Purchasing Agent. 


Experience: Began work in a paper mill in 1908. 
About 1911 began purchasing equipment for pa- 
per laboratory. other words, started one about 
that time. In 1916 was employed by another mill 
and bought equipment and started a_ laboratory 
and continued with that company until 1922, 
when he went with another company, and also 
started another laboratory that time. Has had 
more or less charge of a_ laboratory 
time started. The laboratory which started 
1911 was the second one started the Kala- 
mazoo Valley. At one time he was secretary of 
the local Association of Superintendents. He was 
one the organizers the local Technical As- 
sociation. also helped organize the local 
Superintendents Association. would have been 
charter member, but they said that drug store 
clerks ineligible for membership 
time. 


since the 


were 
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Ralph Atkins 
Lee Paper Co., Vicksburg, Mich., 
General Superintendent. 
Experience: 1935-1937, chief chemist, Lee Paper 
Co.; 1937-1938, assistant superintendent, Lee Pa- 
per Co.; 1938— superintendent, Lee Paper Co. 


Graham 


Sutherland Paper Co., Kalamazoo, Mich., 
Vice-President Charge Production. 


Experience: Six years service with staff Con- 
tainer Corp. of America; nine months as plant 
manager, Bogota Paper Board Co., Bogota, N. J.; 
seven years as manager of Eddy Paper 
Corp., Three Rivers, Mich.; twelve 
vice-president of Sutherland Paper Co., Kalama- 
zoo, Mich. 


plant 
years as 


John McGeorge 


Vice-Pres. Plant Mgr., Rochester Paper Co., 
Mill St., Rochester, Mich. 
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Now you can Burn Bark 


the new C-E method 
SUSPENSION BURNING 


Here revolutionary, new bark burning 
method proved service that will soon 
paying impressive dividends prominent 
pulp and paper mills all over the country. 
Several companies have units, similar that 
illustrated, service, under construction 
order. 


Suspension burning primary feature 
the new C-E system overcomes the draw- 
backs former bark burning methods. 


Bark hogged wood fed into the fur- 
specially designed spreader units 
considerable above the grate level. 
Preheated combustion air introduced 
through rows nozzles arranged assure 
extreme turbulence the furnace. 


Caught swirling gas mass, the bark 
flash dried and most burns suspen- 
sion. The remainder very small propor- 
tion burns quickly and evenly the grate. 


The C-E method has proved highly suc- 
cessful burning oil combination with 
bark hogged for burning oil 
alone when desired. 


Reports from the initial installation now 
service for more than year show that 


that performance has been excellent and that 


ENGINEERING= 
you have bark, wood refuse other 
want know more about this new method. 
The services the Combustion organization 


are freely available your engineers and 200 Madison Avenue New York 16, 
consultants. 


B-582 
PRODUCTS FOR THE PAPER INDUSTRY INCLUDE RECOVERY STEAM GENERATING, FUEL BURNING AND RELATED EQUIPMENT; ALSO PRESSURE VESSELS 


B-582 
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You can depend the same know-how that first made Wedgeless 
Plugs make the best Wedgeless plug knives and woods 


BOLTON PLUG KNIVES ARE 
CUSTOM-MADE 


The metals selected are those best 
suited for the chemical and physical 
conditions your particular mill 
operations. 


Our equipment specially designed 
for precision annealing and Heat 
Treatment. Only the most highly 
skilled workers are entrusted with 
the processing. 


Every plug knife accurately 
tested for hardness, straightness, 
thickness and parallelism. knife 
that fails this examination posi- 
tively discarded. 


BOLTON WOOD FILLINGS 
ARE KILN-DRIED 


Bolton wood fillings are accurately 
kiln-dried our kilns preserve 
all the natural properties 
and strength. For extra rugged 
service, hard South American wood 
used. 


These solid blocks, inserted end- 
wise cannot forced out while 
operation; they act stiffeners 
and shock-absorbers. 


WHO BUYS BOLTON 
BUYS BEST 


2 
BEST 
\ 
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FINE CHEMICALS 
FOR PAPERMAKING 


PEXOL* 
Fortified Size (Paste Dry) 

DRY ROSIN SIZE 

PASTE ROSIN SIZE 

ROSIN WAX SIZE 


HERCULES® CMC 
Sodium Carboxymethylcellulose 


PARACOL® 
Wax Emulsions 


Wet-Strength Resins 
COTTON LINTERS 
CASEIN 
DEFOAMERS 


Paper Makers Chemical Department 


COMPANY 


INCORPORATED 


962 King Street, Wilmington 99, Delaware 


Branch Offices: Atlanta, Ga., Chicago, Holyoke, 
Kalamazoo, Mich., Los Angeles, Calif., Milwaukee, Wis., 
Ore., and San Francisco, Calif. Canada: 
Hercules Powder Company (Canada) Ltd., Burlington, Ont. 


*TRADE MARK 
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DIVISIONAL OFFICERS 


Chairman 


Carl Reynolds 
Armstrong Cork Co. 


Fulton, 
Ist Vice-Chairman 3rd Vice-Chairman 
Secretary 
Eddy Co. Gus Holm Gotham Paper Mills, Inc. 
Derrico-Canastota Co. Battenville, 


Hull, Que., Canada 
New York, 


Treasurer 


Horstmann 
General Dyestuff Corp. 
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Donald Dick 


Howard Smith Paper Mills Ltd., Cornwall, Ont., 
Labour Relations Manager. 


Experience: Graduate Pulp Paper Course—no 
degree. One year invoicing before entering Paper 
Mill 1922. Was boss finisher, assistant and 
paper mill superintendent, paper production man- 
ager, and now labor relations manager. Served 
in beth wars—1915-1919, 1942-1945. Reserve 
Army completed, 1949. Retired with rank of 
Lieutenant-Colonel. Has three children, one son 
and two daughters, 
Social Service Work. 
ing and curling. 


Hobbies: Municipal and 


Recreations: Fishing, hunt- 


Ronald William Hynes 
Newton Falls Paper Mill, Inc., Newton Falls, 
N. Y., President, Treasurer, General Manager. 
Experience: with the Newton Falls 
Paper Mill since 1920. After nine years of ex- 
perience various departments the mill, pro- 
moted to paper mill superintendent, 1929-1938; 
mill manager, 1938-1947; president, treasurer and 
general manager since 1947, 


Jackson 


C. B. Eddy Co., Ltd., Hull, Quebec, Newsprint 
Superintendent. 


Experience: Started Newsprint Mill Brain- 
erd, Minn., raking screens in the Grinder Room. 
This is a small, one machine mill on the Missis- 
sippi. Worked up to various occupations in paper 


mills at International Falls, Little Falls, Glens 
Falls, Chicago, Red Rock, Oswego, Brompton- 
ville, Cap de la Madeleine, Rhinelander, Ottawa, 
Millwood, and Grand Rapids. 


Herbert Karberg 
Alliance Paper Mills Limited, Merritton, Ontario, 
Canada, Assistant Manager 
Experience: Served overseas with the 120th Field 
Artillery, U. S. Army. After returning from 
overseas 1919 was employed the Nekoosa- 
Edwards Paper Co., Port Edwards, Wis., working 
all the various departments. 1922 came 
the “then Lincoln Pulp and Paper Co.” Mer- 
ritton assistant 1924 was 
made sulphite superintendent and 1948 was 
made assistant manager, which position he still 
holds with Alliance Paper Mills Ltd. Member 
TAPPI, The Technical Section of the Canadian 
Pulp and Paper Assn., having served as Chair- 
man of the Sulphite Committee; the American 
Pulp and Paper Mill Superintendents’ Assn. (was 
Chairman the Chemical Pulp Group); Past 
Chairman of the Niagara District Chemical So- 
ciety and Past Chairman of the Niagara District 
Canadian Pulp and Papermakers’ Technical Assn.; 
and Past Chairman the New York-Canadian 
Division the Superintendents’ Assn. 


Ernest Lago 
Eddy Co., Hull, Canada, 
Superintendent—Board Mill. 
Experience: Started paper making career West 
Carthage Mill, which is now the Carthage Paper 
Makers. 1912, started work 
hand on the 4-cylinder 60” machine, which was 
at that time making tag manilas, and a variety 
of colored boards, which preceded bristols. This 
machine has long since been removed and re- 
placed with their present set-up. After working 
the greater part of a year, decided to come to 
Ottawa, Canada, where J. R. Booth had started 
up a new, and what was considered at that time 
a large machine. Working first as broke hand 
and beaterman, he worked in every position up to 
assistant superintendent. Shortly after the pur- 
chase of both the Booth & E. B. Eddy interests 
Garfield Weston, was promoted board 
mill superintendent. The combined companies 
are now operated under the name of the E. B. 

Eddy Co., where still employed. 


Rudolph Properzi 
Lawless Brothers Poper Mills, 

East Rochester, Y., 
Experience: 1911-1924, Lawless Paper Mills, Pen. 
field, N. Y., as a machine tender with the excep. 
tion of the time he was in the Army from 1918 
to 1920. 1924-1932, Genesee Paper Mill, Scotts. 
ville, N. Y., as night superintendent, From 
1932-, Lawless Brothers Paper Mills, Inc, 
East Rochester, N. Y., as a beater engineer until 
1937, when he went on as a night superintendent 
and in October, 1948, became superintendent, 


Rausch 


Interlake Tissue Mills Co. Ltd., Merritton, Ont., 
Canada, Manager of Planning & Development. 


Experience: Worked at Thilmany Paper Co., 
Union Bag & Paper Co., Kaukauna, Wis.; Com 
bined Locks Paper Co., Combined Locks, Wis} 
Detroit Sulphite Pelp & Paper Co., Detroit, 
Mich. Then for seventeen years mill manager 
of Forest Castle Paper Co., Pittston Paper Corp. 
and The Caledonia Cellulose Co., Pittston, Pa.; 
one year superintendent Dunn Sulphite & Paper 
Co., Port Huron, Mich.; and for twenty years, 
superintendent and mill manager of Interlake 


Tissue Mills Co., Ltd. 


Robert Raines 


Warrensburg Pulp Paper General 
Superintendent 


Experience: Crystal Tissue Co., Middletown, 
18 years as night superintendent. Studied cig? 
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SUCTION ROLLS play important part today’s high-speed, high-production 


f Interlake 


Beloit paper machines. the Beloit assembly floor, Charlie Spalding (center) points out 
Cash Whipple and Paul Pringle and Don Simonds (right) the design features 
this suction couch roll which will help kraft mill the South obtain 


uniform, efficient removal Iron Works, Beloit, Wisconsin. 


BELOIT 


WHEN YOU BUY BELOIT...YOU BUY MORE THAN MACHINE! 


town, Ohio & 
udied 


PAPER MACHINERY 
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THIS STORY Research Corporation 


MAY SAVE YOU Offers 
WET RECOVERY 


Precipitators 


shortcut the recovery chemical 
compounds from Recovery Furnace Stack 

Gas offered Research Corporation, 
assures appreciable saving operat- 
ing and maintenance cost. because 

the new Wet Recovery System gets the 
precipitated dust into the black liquor 
soon possible after has been removed 
from the gas. 


Instead collecting dust hoppers 
the bottom the precipitator and convey- 
ing it, the dry state, black liquor 
tanks, the new method utilizes liquor 
sump tank directly under and inte- 
gral part the Cottrell Precipitator. 
Black liquor flows this wet bottom 
where the recovered dust taken 
solution suspension. this continu- 
ous process, the black liquor discharges 
the feed going the disc evaporators. 


The Wet Recovery System does away with 
handling dust the dry state. elimi- 
nates steam coils and heat insulation for- 
merly needed prevent condensation 
the hoppers. obsoletes such expensive 
equipment hopper vibrators and steam- 
jacketed conveyors. 


MULTIPLE EFFECT 
EVAPORATORS 


BOTTOM 
PRECIPITATOR 


COMMERCIAL installations have proved the economy 
this new system. They have demonstrated, too, that 
dust collection efficiency remains high with the wet 
recovery system. For complete data, write for Editorial 
Reprint P-1. 


BLACK LIQUOR 
FROM DIGESTORS 


RECOVERY DISC 
FURNACE EVAPORATOR 


RESEARCH CORPORATION 
405 Lexington Ave., New York 17, 
122 South Michigan Avenue, Chicago Illinois 


Bound Brook, New Jersey 
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rette paper manufacture for nine months 
France. Superintendent Ancram Pa- 
Ancram, Y., for three and one-half 
making carbon and cigarette papers. Went 
the American Writing Paper rebuild 
paper machine for light weight paper; was 
then made general superintendent the board 
where stayed for five years. Has been 
the Warrensburg Pulp Paper Corp., War- 
rensburg, N. Y., as general superintendent over 
operations and also consulting capacity 


for four years. 


Babbitt 


Gem Co., Canada Ltd., Montreal, Que., 
Manager and Vice-President. 


Experience: 1918 to 1926, development work on 
the Minton Vacuum Dryer, U.S.A.; 1926 1936, 
Minton Vacuum Dryer Co. 
(Canada) Ltd.; 1936 to date, manager of Mont- 
real Mill, Gair Co. Canada, Ltd.; 1951, vice- 
president and director, Gair Co. Canada, Ltd. 


Charles Baker 
Newton Falls Paper Mill, Inc., Newton Falls, 
Y., Assistant Mill Manager. 
Experience: Bachelor’s and Master’s degrees from 
St. Lawrefice University. Principal and teacher 
New York State Public Schools. World War 
Veteran. Assistant manager Newton Falls 
Paper Mill, 1946-present. 


The Bagley Sewall Co., Waertown, Y., 
Executive Vice-President 


Experience: Present January 1952. 


Previous this, three and one-half years with 


St. Regis Paper Co. manager the 
Deferiet, mill, then general manager 
the Printing, Publication Division Northern 
New York. native Chillicothe, Ohio, Mr. 
Zonner was with the Mead Corp. department 


Consolidated Water Power Paper Co., Wiscon- 
sin Rapids, Wis, Resigning from that position, 
went with the Appleton Machine Co., Apple- 
Wis., and for period three years held 
the office sales engineer. While with Appleton, 
Mr. Zonner had close association with the Castle 


Superintendent, leaving there 1935 with 


Overton Corp., New York City, which the 
overseas sales representatives of the Bagley & 
Sewall Co. was from the Appleton Machine 
Co. that Mr. Zonner went the St. Regis Paper 
Co. 


Fred Dickens 


Eddy Co., Hull Que., Canada, Specialty 
Mill Superintendent, Hull Mills. 


Experience: Started the paper industry for 
the Abitibi Power and Paper Co., Iroquois Falls, 
Ontario, in 1920. Worked five years on ma- 
chines. Left Abitibi in 1925 to take a position 
with E. B. Eddy Co. on their 234-inch news 
machine. Promoted to night superintendent of 
the Booth Mill 1944 and assistant superin- 
tendent 1946. Promoted specialty Mills’ 
superintendent of the Hull Mills in 1949, 


Samuel Gallo 


International Paper Co., North Tonawanda, 
Y., Superintendent Finishing. 


Experience: Started Niagara Mill Interna- 
tional Paper Co. February 14, 
ferred to Fort Edward plant in August, 1928, and 
remained there until plant was shut Trans- 
ferred North Tonawanda plant January 


Gardner 


Provincial Paper Ltd., Thorold, Ont., Manager 
Thorold Division. 
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Experience: Control chemist Consolidated Wa- 
ter Power & Paper Co., Appleton, Wis., in 1922. 
Chief chemist for Hoberg Paper Co., Green Bay, 
Wis., 1923. Mill manager Combined Locks Pa- 
per Co., Combined Locks, Wis. 1925-1941. Gen- 
eral superintendent Provincial Paper Ltd., Port 
Arthur, Ont. Superintendent, Crown-Willamette 
Paper Co., West Linn, Ore. 1946. Manager 
Provincial Paper Ltd., Mille Roche, Ont. 1949. 
Now Manager at Provincial Paper Ltd., Torold 
Division, 


Leonard Hank 


National Gypsum Co., Buffalo, N. Y., General 
Production Manager—Paper Mills. 


Experience: Overall management four company- 
owned paper mills located Michigan, New Jer- 
sey, New York and Oklahoma. Developed the 
basic design and layout recently completed new 
paper mill Pryor, Okla. Also directed startup 
of this new mill. Managed operations, and com- 
pletely rehabilitated and modernized paper board 
mill at Kalamazoo, Mich. All former experience 
was in connection with the paperboard industry 
in various capacities comprising industrial engi- 
neering, production, operations and management. 
Majored Business Administration, University 
Cincinnati. 


Foster Heppeard 


Robert Gair Co., Inc., Tonawanda Division, 
Tonawanda, Y., Superintendent. 


Experience: Has worked years various 
mills, last 17 years with Robert Gair Co., Inc., 
Tonawanda, N. Y. Experienced on butter carton, 
ice cream pail, test liners, jute boards, match 
stock, pie plate, suit box and set-up grades also 
white patent coated news board various weights. 


Samuel Hodge 


Bloomer Bros., Newark, Y., Superintendent. 


Experience: 27 years with Gardner Richardson 
Co., Lockland, Ohio, 11 years as tour boss; 3 
years United Board Carton Co., Thompson, 
Folding Box Co., New Haven, Conn., as super- 
intendent; 7 months Empire Box Corp., Strouds- 
burg, Pa., as superintendent; 4 years Bloomer 
Bros., Newark, superintendent. 
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Paul Beattie 


J. & J. Rogers Co., Au Sable Forks, N. Y., 
Sulphite Mill Superintendent. 


Started work with the above com- 
pany in August, 1933; worked four years in wet 
or screen room; two years as wood scaler and 
foreman of unloading crew on wood cars; three 
years in supply room; five years assistant super- 
intendent of sulphite mill; five years superintend- 
ent sulphite mill. 


‘ 
( 


George Carroll 
Newton Falls Paper Mill, Newton Falls, 
Y., General Superintendent. 

Experience: Paper business from Army service 
World War includes some responsible po- 
sitions with two mills in Mid-West area and then 
division superintendent one the AWP 
Co. units in Holyoke, Mass.; general superintend- 
ent complete charge Monadnock Paper 
Mills, Bennington, N. H.; resident manager of 
Hopper Paper Co., Reading, Pa., and at present 
gereral superintendent of Newton Falls Paper 
Mill, Inc., Newton Falls, 


Truman 


Eddy Co., Ltd., Hull, Quebec, Canada, 
Specialty Machines Superintendent. 


Experience: Started paper mill work the 
converting department the Superior Tissue Co., 
Franklin, Ohio, staying with that company for 


months. Then Sorg Paper Co., Smith Divi- 
sion, Middletown, Ohio, for three years 
chine, manufacturing kraft and waxing grades. 
From there Franklin Board Co., Franklin, 
Ohio, for eight months. Joined the Howard 
Paper Co., Maxwell Division, 1927. Was 
promoted boss machine tender 1933. Stayed 
with Howard Paper Co. for twenty years, broken 
45. Joined Eddy Co., Ltd., 1948 
machine superintendent of specialty papers. 


Chauncey Cole 


1556 Elm St., Utica, N. Y., Board Mill 
Superintendent. 


Experience: Thirty-six years superintendent 
the following board mills: Cincinnati Paper 
Board Co., Crescentville, Ohio; Chesapeake Corp., 
West Point, Va.; Harriman Co., Harriman, 
Tenn.; John Heald Co., Lynchburg, Va.; 
Fraser Co., Ltd., Edmundston, N. B., Canada; 
Fraser Paper Co., Board Mill, Madawaska, 
Maine; Haverhill Box Board Co., Haverhill, 
Mass.; Chesapeake Paper Board Co., Baltimore, 
Md.; Mutual Box Board Co., Utica, N. Y. 


Hilliard Cook 


Sweet Bros. Paper Mfg. Co. General 
Superintendent. 


Experience: Assistant superintendent Copsecook 
Mill, Warren Co., 1921-1926. Graduate 
MIT 1921 Chemical Eng. Research labora- 
tory, S. D. Warren Co., 1926-1934, as assistant 
to director of research and development engineer. 
Superintendent Sweet Bros, 
chairman Empire State Section TAPPI. Past 
chairman New York-Canadian Division Su- 
perintendents Assn. Member New York State 
Society Professional Engineers. President Board 
Education, Phoenix Central School District. 
Vice-chairman Central District Empire State Sec- 
tion TAPPI. Consulting service for mills 
So. Africa and Brazil leave absence from 
present employers. Design and construction 
deinking department for present employer. This 
just beginning operation. Recent paper, 
inder Machines—Some Problems Design and 
Nickname 
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Elwood Keyser 


Diamond Match Co., Ogdensburg, 
Superintendent Moulded 


Experience: Graduate New York States 
lege Forestry 1933. Employed since 1933 
Berst-Forster-Dixfied Co. and Diamond Match 
Co. assistant chemist, chemist, night 
intendent, foreman of moulding, assistant plant 
superintendent, plant superintendent and as su. 
perintendent moulded products Plattsburg 
and Ogdensburg, N. Y. 


Ernest Loyst 


Crown Zellerbach Corp., National 
Products Div., Paper Mill Superintendent. 


Experience: 37 years specialty papers, tissue, 
toweling, waxing, facial; filled all positions 
paper machine, boss machine tender, assistant 
superintendent; 12 years paper mill superin- 
tendent; all with Crown Zellerbach Corp. 


if = 


Carl Reynolds 
Armstrong Cork Co., Production 


Experience: Practical paper maker. Started 
1919; machine tender in several mills; tour bos 
1929 1933; paper mill superintendent 
1945; production superintendent 1945 
Chairman New York-Canadian Div., 
Pulp Paper Mill Superintendents 
present time. 
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John 
J & J Rogers Co., Au Sable Forks, N. Y., 
Paper Mill Superintendent. 
Rogers Co., 1933 1945; paper 
tendent 1945 to present. 


Lester Smith 
Gould Paper Co., Lyons Falls, Manager. 


Experience: University Wisconsin, Mech. 
Eng.; construction and engineering; building of 
Great Lakes Pulp Paper Co.; general super- 
intendent, International Paper Co. (Ticonderoga 
mill); general superintendent and mill manager 
Combined Locks Paper Co.; mill manager St. 
Regis, Kalamazoo, Mich. 


Vernon Watters 


Knowlton Bro's., Watertown, N. Y., 
Superintendent. 


Experience: Sixteen years with Orono Pulp & 
Paper Div. Eastern Mfg. Co., Brewer, 
Maine; six years with Hollingsworth & Whit- 
ney Paper, assistant superintendent manufactur- 
ings, Waterville, Maine; three years Hollings- 
worth Whitney, Mobile, Ala., superintendent; 
eight years Gilman Paper Co., Gilman, Vt., gen- 
eral superintendent; one year St. Lawrence Paper 
Norfolk, Y., superintendent; present 
with Knowlton Inc., Watertown, 


Wiggett 


Super ndent. 


Youngchild 


Paper Co., North Tonawanda, 
Y., Mill Manager. 


Experience: 1899 1903—Marinette Menomi- 
nee Paper Co., Marinette, Wis.; 1903 to 1935— 
Nekoosa Paper Co. and Nekoosa Edwards Paper 
Co., Nekoosa Wis.; 1935 1942—International 
Paper Co., Fort Edward, Y.; 1942 1952 
Paper Co., North Tonawanda, 
Y.; Positions held: Marinette—from wood 
room to backtender; Nekoosa—from backtender 
superintendent; Ft. Edwards—mill manager; 
North Tonawanda—mill manager. 


Lorne Crabtree 
Howard Smith Mills Ltd., Mill Manager, 
Crabtree Division. 
Experience: Pre-war Cornwall and Beauharnois 
divisions of the company in Industrial Engineer- 
ing, and assistant plant engineer this Divi- 
sion. Became assistant mill manager on return 
from Overseas 1946, and mill manager from 


Earl Emery Jones 
Upson Co., Superintendent Board Mill. 


All 
board, bottle cap and wall board, also test liner. 


Experience: grades box board, match 


James Caldwell 
North End Paper Co., Fulton, N. Y., 

Superintendent. 
First experience in a paper mill was 
in Penn Yan, N. Y., in the old “Milo” mill * 
making straw wrapping. Remained there until he 
worked up to running a machine, then went to 
Phoenix, Y., running machine for 
Ash, making tissue. Was there three years then 
came the North End Paper Co. Fulton. 
Operated machine there for fifteen years, then 
was promoted superintendent and has been 
superintendent there for the last twenty-five years. 


Experience: 


Harry Cutler 
United Board Carton Corp., Lockport, Y., 
General Superintendent Board Mills 
Experience: Started with Robert Gair after World 
War I in beater room. Spent two years with 
Fibre Board Products, Stockton, Calif., as tour 
boss. Eight years with Wm. Shortess mills 
various capacities. Eleven years with United 
Board Carton Urbana and Lockport mills 
superintendent. Four years from 1939 1945 
with Upson Co. as superintendent with two years 
out for World War Chairman New York 
Canadian Div. American Paper and Pulp Mill 
Superintendents Assn., 1951. 


Wm. Argy 


St. Regis Paper Co., Harrisville Division, 
Harrisville, General Superintendent 


Experience: Went work after high school 


= 


56—Superintendents Section 


Cliff Paper Co., Niagara Falls, Assistant 
superintendent Cliff Paper Co. for five years. 
Then went St. Regis Paper Black River, 
Y., assistant superintendent for one year 
and then superintendent for eight years. General 
superintendent Harmon Paper Co. and Warren 
Parchment Co. Brownville and Dexter, Y., 
for three years. General superintendent Gould 
Paper Co., Lyons Falls, N. Y., for sixteen years, 
and past six years general superintendent St. 
Regis Paper Co. at Harrisville, N. Y. Working 
during this time glasine, greaseprof, kraft and 
general run ground wood and sulphite papers. 


Leland Clark 


Mead Corp., Chemist-Coating Technical Service 
of Research and Development 


Experience: Two years and ten months in employ 
of Newton Falls Paper Mill, Inc., Newton Falls, 
N. Y., in capacity of chief chemist for entire 
period time and approximately months 
technical director. Experiences of this employ 
include processing waste papers deinking 
and bleaching operation, stock preparation, manu- 
facture machine finished book and offset papers 
and specialties, coating operations (off-machine) 
for book, offset and label grades. At present in 
employ of Mead Corp., Research and Develop- 
ment as coating technical service chemist for on- 
and off-machine coating processes manufacturing 
letter press and offset grades. 


Harold Fair 


Alliance Paper Mills Ltd., Toronto, Ont., 
President 


Experience: 1922-1923 inclusive, Lincoln Pulp 
Paper Co., beater room and paper machine, beater 
engineer and backtender; sulphite mill, various 
departments (cost accounting). 1924-1928 inclu- 
sive, superintendent, Lybster Mill; 1929-1930, 1/C 
paper consultation, Arthur D. Little, Inc., Cam- 
bridge, Mass.; 1930-1939, general superintendent, 
and later manager, Merritton Division, Alliance 
Paper Milts; 1940-1946, manager, Cornwall Divi- 
sion, Howard Smith Paper Mills, Ltd.; 1945, vice- 
president, Alliance Paper Mills and Don Valley 
Paper Mill; 1946, president, Alliance Paper Mills, 
Ltd., and Don Paper Director, 
Howard Smith Paper Mills, Ltd. 

Education: Royal Military College, University 
Toronto (B.A. Sc. Chem. Eng.). 


Fellow, Chem. Institute Canada. Registered 
Professional Engineer. 


Davies 
The Eddy Co., Hall, Que., Mill Manager, 
Pulp and Newsprint 


Experience: Sulphite mill superintendent, yaers; 
general superintendent and assistant manager, 
Manitoba Paper Co., ten years; served with Ca- 
nadian Army, three years, rank on retirement, 
Major E.; general superintendert, The 
Eddy Co., and present position, five years. 
Vice-Chairman New York Canadian Divi- 
sion, American Paper Pulp Mill Superintend- 
ents Assn. 


Ives Gehring 
Oswego Falls Corp. and Co. Inc., 
Fulton, Y., Manager the Pulp 
Paper Division 
Experience: Graduate of New York State College 
Forestry, Pulp Paper Department; summer 
work at the Newton Falls Paper Co. while a stu- 
dent; employed by Oswego Falls Corp. June, 
1931, as a chemist, became assistant superintend- 
ent, 1940, superintendent in 1943, and manager 

1946, 


Everett Paper Mills Marcellus Falls, Y., 
Mill Manager 
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Experience: Member first class graduat 
from Paper Pulp Department New York 
State College of Forestry; chemist, Arrowhead 
Paper Mills, Inc., Fulton, chemist, 
Process Co., Solvay, Y.; chemist, 
Division Oswego Falls Paper Fulton 
N. Y.; mill manager, Marcellus Falls Paper Mills, 
Inc., Marcellus Falls, N. Y.; mill manager Em. 
peror Pulp Paper Co., Marcellus Falls, 


mill manager, Everett Paper Mills, 
cellus Falls, N. Y. 
4 
a 


Thomas Harrison 


Ontario-Minnesota Pulp and Paper Co., 
Ft. Francais, Ont., Plant Engineer 


Experience: Joined the Fort Frances Pulp 
Paper Co., Ltd., as construction engineer in 1936, 
and continued until February, 1939. The ensuing 
six years were spent with Brunner, Mond Canada, 
Ltd. (Soda Ash) and with Atlas Steels, Ltd, 
Returned O-M Pulp and Paper Co., 
1946, plant engineer. 


Leslie Justice 


Fort Orange Paper Co., 
Y., Paper Mill Superintendent 


Experience: The past six and one-half years paper 
mill superintendent of Fort Orange Paper Co. 
Castleton-on-Hudson, Y.; four 
years as paper mill superintendent of Empire Box 
Corp., Stroudsburg, Pa.; one year assistant super- 
intendent Ruberoid Co. Gloucester City, 
N. J.; five years chemist and paper consultant of 
the Valley Forge Laboratories, Glassine Paper 
Co., West Conshohocken, Pa.; four and one-half 
years chief chemist, Container Corp., Manayunk, 
Pa.; also three months during 
with the Munising Paper Co., Munising, Mich.; 
attended the New York State Forestry 
Pulp and Paper Department, Syracuse, 


Leslie Morgan 
Brompton Pulp Paper Co., Angus, 
Cardboard Superintendent 
Experience: Pulp and paper tester for five 
chief chemist for three years, sales, five 
assistant board super for nine years and board 
super for seven 
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McKenna 
Ltd., Toronto, Ont., Manager 


Experience: 1927-1930, Nova Scotia Wood Pulp 


Paper Co., Ltd., Charleston, Queens Co., Nova 
Scotia; 1930-1936, Scott Paper Co., Chester, Pa.; 
1936-1944, Minas Basin Pulp & Paper Co., Hants- 
port, Nova Scotia, superintendent; 1944-1949, 
Brompton Pulp & Paper Co., Ltd., Nipigon, Ont., 
manager, groundwood mill; 
Ltd., Toronto, manager. 


dy 


Moran 


St. Regis Paper Co., Resident Manager, 
Deferiet and Harrisville, N. Y., Mills 


Experience: Two and one-half years in above 
position; previously, November 1925 through De- 
cember 1949, with Mead Corp., Chillicothe, Ohio, 
inspector, manufacturing assistant, and from 
1932 through 1949 sales service representative; 
before that, 1923 Nov. 1925, with Chilli- 
cothe Paper roll boy and third hand 
paper machine. Known throughout trade as ‘“‘Pat,”’ 
active employee relations such 
President for years Mead Employees’ Credit 
Union. President of Ohio Credit Union League 
and also active in civic and community affairs. 


John Keleher 
Gould Paper Co., Lyons Falls, Y., 
Chief Engineer 
Experience: First employed paper industry 
electrician’s helper Cascade Mill, Brown Co., 


Berlin, H., 1920. Left 1927 work 
construction Taggart-Oswego Mill, Oswego, 
Y., and continued there electrician, 
draftsman, and finally assistant power engineer. 
Next employed Oswego Falls Corp., Skane- 
ateles, and Fulton, 1936 went with 
West Virginia Pulp and Paper Co. as electrical 
construction superintendent, later power engi- 
neer Charleston, After few months 
with Merritt-Chapman Scott construction 
National Container mill, Jacksonville, Fla., was 
employed 1938 Suchar Process Corp. con- 
struction superintendent at Refined Syrups and 
Sugars plant, Yonkers, N. Y., and remaining at 
the sugar refinery as chief engineer. Returned to 
paper industry 1947 co-ordinate reconstruc- 
tion program of Gould Paper Co., Lyons Falls, 
Y., and has been chief engineer for past three 
years. 


wot 


Wayne Morrow 


Newton Falls Mill Inc., Newton Falls, 
Y., Mill Superintendent 


Experience: First went work with the paper 
industry in 1937 with the Newton Falls Paper 
Mill in laboratory, then supercalenders and to 
paper machines for a short time, then into tech- 
nical control and into production 
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Edouard started his career the papermaking 
industry the age joining the Wayga- 
mac Paper Co. as felt tender in 1916. 

year later, “Pat” joined the St. Maurice 
Paper Co. Cap Madeline chipper 
plant employee working his way through the 
ranks the position back tender the paper 
machines. 

1928 took position with the Anglo 
Canadian Paper Co. Quebec City and decided 
finally head north into new pastures. 

Edouard Paterson came the Great Lakes 
Paper Co. April 1929 help start the 
largest paper machine on the North American 
continent. He has the undisputed honor of being 
the first back tender put sheet over the new 
machine in 1929. 

“Pat” has been familiar figure Great Lakes 
paper mill since and November, 1950, was 
promoted night superintendent the mill. 

Edouard Paterson married and 
daughters, Bertha and Lynnora. 

“Pat” member of:— 

The Canadian Pulp Paper Assn. (Technical 
Section). The Mid-West Branch the Canadian 
Pulp & Paper Assn. (Technical Section). The 
Technical Assn. of the Pulp & Paper Industry 
and The American Pulp and Paper Mill Super- 
intendents- Assn: 

Socially ‘‘Pat’’ has-been an active member of 
organizations connected. with. the Great Lakes 
Paper Co. He is a_ past president of the 
and past president Local #257 
the Paper Makers’ Union. 

In his younger days “Pat” was an enthusiastic 
supporter of sports and a prominent participant 
in baseball and all winter sports. 

At the present time he chooses golf and chess 
for relaxation and recreation. 


Edouard Paterson 


Great Lakes Paper Co., Ltd., 
Fort Williams, Ont. 


Experience: Edouard A. “Pat’’ Paterson was born 
in St. Angele de Laval, Quebec, in 1901 into a 
family who were pioneers in the Canadian Pulp 
Paper Industry, his father being steam engi- 
neer employed with the Waygamac Paper Co. 
Three Rivers, Que. 

The Paterson family made several moves dur- 
ing the early days and “Pat” received his edu- 
cation Wolseley, and Sherbrooke, Que. 


Harold Pederson 


Provincial Paper Ltd., Thorold Division, Thorold, 
Ont., Paper Mill Superintendent. 


Experience: In 1922 started in the sulphite mill 
at Port Arthur. In 1923 he transferred to the 
paper machines that Division and from that 
time until 1947 he worked at all the jobs on the 
paper machines from broke-boy machine tender. 
1948 saw his appointment assistant superin- 
tendent Provincial’s Thorold Division and 
1949 he was appointed assistant superintendent 
at their Mille Roches Division. While holding 
this position was chiefly concerned with in- 
creasing the production their two paper ma- 
chines. In September of 1951 he was appointed 
plant superintendent and acting manager at the 
Mille Rockes Division. has filled this position 
very capably during the difficult period caused 
by the impending removal of Mille Roches’ largest 
machine their Thorold Division. Ist, 
1952, he took over the superintendency of Pro- 
vincial’s enlarged and modernized paper mill 
at Thorold, Ont. During his employment at Port 
Arthur was very active Union activities 
and filled every local Union office some time 
other well serving for three years 
Secretary-Treasurer of the Northern Ontario 
District Council Pulp and Paper Mill 
has also served Job Training Conference 
Leader various Divisions Provincial Paper. 


| 


Robert Phillips 
Franklin Paper Co., Holyoke, Mass., 
uperintendent 
Experience: Thirteen years with Congoleum-Nairn, 
Inc., supervisor production, manufacturing 
flooring, deadening and roofing felts. Nine years 
with Albia Box and Paper Co. as production 
manager, manufacturing set-up and folding box 
boards. present and the -past one and 
one-half years with the Franklin Paper Co., manu- 
facturing kraft specialties, test liners and super- 
fine boards for the printing and specialty box 
trades. Has served consultant number 
of firms on remodeling and supervising the in- 
stallation of all types of paper and pulp making 

machinery. 


James Rogers 
Rogers Co., Sable Forks, Y., 
Vice-President and General Manager 
Experience: Sulphite superintendent, 1925-1931; 
assistant superintendent, paper mill—1931-1944; 
superintendent, paper mill—1944-1948; general 
manager—1944 on. 


Karl Pingrey 
The Diamond Match Co., Ogdensburg, Y., 
General Superintendent (Ogdensburg Mill) 
Experience: B.S. degree 1934—New York State 
College Forestry (Pulp Paper); two years 
laboratory testing—International Paper Co., Ni- 
agara Falls, Y.; three years’ laboratory testing 
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and three years’ groundwood and moulding su- 

perintendent—B.F.D. Co., Plattsburg, Y.; one 
year Economic Analyst Pulp Paper Unit, Dept. 
Commerce, Washington, D.C.; three years 
U.S. Army; six years general superintendent 
Diamond Match Co., groundwood and_ sulphite 

pulp mill, Ogdensburg, 


Arthur Smith, 
Newton Falls Paper Mill, Inc., 
Newton Falls, Y., Plant Engineer 

Education: Franklin Union, Lowell Institute, 
T., Test Course, General Electric Experi- 
ence: Coastwise Transportation Co., engineer; 
General Electric Co., engineering department; U, 
Navy; Stone Webster, construction engineer; 
Cushnoe Paper Co., resident engineer; Racquette 
River Paper Co., plant engineer; Newton Falls 
Paper Mill, Inc., plant engineer; New York State 
Professional Engineer; Member: New York State 
Society Engineers; National Society 
gineers; A.I.E.E.; American Pulp and Paper 
Mill Superintendents Assn. 


Victor Salmonson 

Canadian International Paper Co., Temiskaming, 
Que., General Superintendent 

Experience: Started the pulp industry Janu- 
ary 1905 the old Fenimore Mill the Union 
Bag and Paper Co., Hudson Falls, N. Y.; cook 
and repairman the Oxford Paper Co., sul- 
phite department, Rumford, Maine, 1907; two 
years construction and starting the 
Powell River Mill Powell River, 1910 
and 1911; returned Oxford Paper Co. until 
1913 and was assistant Carl Bache-Wiig, 
consulting chemical engineer Portland, Maine 
for two years. Joined Detroit Sulphite Mill 
Detroit, Mich. in charge of digester house and 
acid plant; sulphite superintendent Marathon Pa- 
per Mills Rothschilds, Wis. until December 1918 
and became superintendent the Merritton, Ont. 
Mill the Riordan Pulp and Paper Co. 1919. 
Thereafter with the Canadian International Pa- 
per Co, the Hawkesbury, Ont. mill until the 
Fali of 1922. Since November 1922 general super- 
intendent the Kipawa Mill the Canadian 
International Paper Co., Temiskaming, Que. 


Leo White 
Paper Co., North Tonawanda, 
Y., General Superintendent 
1922-1934, Wheelwright Paper 
Wheelwright, Mass., start superintendent; 
1939, Northwest Paper Co., Cloquet, 
tour boss; 1939 1941, Mead Paper Co., Dill 
Collins Div., Philadelphia, Pa., 
tendent; 1941 1949, Fitchburg Paper Co., Fitch 
burg, Mass., from superintendent to general sv 
perintendent. 


Dr. Swartz 


Smith Paper Mills Ltd., Ont., 
Technical Superintendent 


Experience: Early experience during vacations 
with Provincial Paper, Port Arthur, Ont. Started 
with Howard Smith Paper Mills in Research 
Department in Montreal in 1937. Transferred to 
Cornwall Division pulp control superintendent 
1938. Since 1942 worked Technical Prob- 
lems at Alliance Paper Mills, Merritton, Ont.; 
Canada Paper Co., Windsor Mills, Que.; How- 
ard Smith Paper Mills, Beauharnois, Que. Since 
1951—technical superintendent Cornwall Di- 
vision covering Pulp, Paper and other operations. 
Has contributed extensively to literature through 
C.P.P.A., TAPPI, and Joint Text Book Commit- 
tee. 


Wm, White 


The KVP Co., Ltd., Espanola, Technical 
Director and Electrolytic Superintendent 


Experience: Worked various capacities for 
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EFFICIENT 
AND ECONOMICAL 
INDUSTRIAL EQUIPMENT 


AIR SYSTEMS FOR 
NEW AND EXISTING 
PAPER MACHINE ROOMS 


CONSULT JAMAR-OLMEN COMPANY FOR ALL 
AIR SYSTEMS ENGINEERED YOUR REQUIREMENTS 


DRYER HOOD AND EXHAUST SUMMER COOLING VENTILATION 
WASHER HOOD AND EXHAUST WET END SUPPLY AND EXHAUST 
VAPOR ABSORPTION MAKE AIR UNITS 

ROOF SUPPLY FELT SUPPLY 

MOTOR COOLING DECO 

CALENDER COOLING TRIM CONVEYING 


VENTILATION AND AIR CONDITIONING SYSTEMS 
FOR TESTING LAB, OFFICE AND LOCKER ROOM 


JAMAR-OLMEN COMPANY 


ENGINEERS—MANUFACTURERS—CONTRACTORS 
162 NORTH CLINTON ST., CHICAGO ILL. 
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Kalamazoo Vegetable Parchment Co., Munising 
Paper Co., and Chilicothe Pajper Co., during 
period 1924-1934 while attending high school and 
university. Upon graduation from University 
Maine Chemical Engineering and Prlp and Paper 
Course in 1934 went with the Kalamazoo Vege- 
table Parchment Co. as chemist and chemical 
engineer. Transferred to Espanola in 1945 to 
present position. 


Dryden Paper Co., Ltd., 
Worked his way the ladder until 1944 had 
worked Fourdrinier Machines and 
Cylinder Machine from broke hustler to machine 
tender. September, 1944 was promoted from 
machine tender to boss machine tender, retaining 
this position until March, 1948 which time 
was promoted paper mill superintendent, the 
position which now holds. 


George Edward Wilson 
Don Valley Paper Ltd., Toronto, Ont., 
Mill Manager 

Experience: Assistant paper mill superintendent, 
Howard Smith Paper Mills Ltd., Cornwall, Ont. 
from 1931 1940. Canadian Army Overseas from 
1940 1945. With the Don Valley Paper Co. 
since 1945 in present capacity Education:— 
Chemical Engineer, Queen’s University, Kings- 
ton, 


Howard Smith 


Alliance Paper Mills, Ltd., Merritton, 
Manager Industrial Relations. 


Experience: Joined Howard Smith Paper Mills 
in September, 1940 in Internal Audit Depart- 
ment, Spent two previous summers making two 
sound colour films the operations two 
ance mills. Rejoined company January 1946 
after five years Canadian Armoured Corps. 
Became paymaster Howard Smith Paper Mills, 
executive payroll. Spent six months as chief of 


order department Beauharnois Mill, 
turned Montreal accountant head office 


till August, 1948. Then went Cornwall di- 
vision as assistant to the divisional manager 
where remained until May, 1950. Transferred 
Alliance re-draft Standard Cost and flexible 
budget at Georgetown division. Moved to Merrit- 
ton August, 1950 as expeditor for Capital Ex- 
pansion Program. Became head of Industrial Re- 
lations for Alliance and Don Valley Paper Co. 
January, 1952. Represent these companies on Fine 
Paper Industry Personnel Committee. 


John Nicholson 


Dryden Paper Co., Ltd., Dryden, Ont., Paper 
Mill Superintendent. 


Experience: Was born May 19, 1899 Char- 
lottown, and came West, settling 
Dryden, Ontario. 1923 started work for the 


Valmore 
Bloomer Bros. Co., Newark, Y., Assistant 
Superintendent. 


Experience: years making all grades fold- 


ing box 


Fred Witchonke 


Alford Cartons, Ridgefield Park, J., 
Production Superintendent. 


Experience: First went to work in the industry 
in the Kieckhefer Folding Box Co., in 1910. His 
years experience the paperboard 
ing box industry has found him holding many 
responsible positions with leading firms, including 
the aforementioned and the Eddie Paper Co., 
Michigan, 


John Adasek 


Sitroux Co., Utica, Y., Supervisor 
Paper Machines. 


Experience: Seventeen years both Yankee, 


PAPER TRADE 


Cylinder and Fourdrinier machines, making 
cial, toilet paper, repellent packing wadding ani 
cellulose wadding. Started as third hand, then 
back tender and machine tender. After few years 
was made a tour boss nights; after that was pro. 
moted to day supervisor in charge of paper ma. 
chines and beater room, 


Edward Buckalew 


Victoria Paper Mills Co., Fulton, 
Superintendent. 


drinier type, Yankee Fourdrinier, Harper Four- 
drinier Cylinder and Dutchman, Has 
worked almost every department the 
facturing and converting of paper. Has made 
wadding, facial tissue, facial tissue toilet, straight 
tissue, towels, wrapping, twisting tissue and 
carbon. Has been departmental leader, tour 
man, assistant superintendent, and superintendent, 
With present employer four years. 


William Holl 


Prod. Mgr., The Victoria Paper Mills Co., 
Fulton, N. Y. 


John Buss 
Provincial Paper Ltd., Toronto, Ont., 
Assistant Manager. 
Experience: 1920-22, Bay Sulphite 
Port Alfred, Quebec, Chemist; 1922-24, Bogalusa 
Paper Co., Bogalusa, La., Chemist; 1926-28, 
thur Little Inc., Cambridge, Mass., Field En- 
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Othe grinder 


This drawing explains why many mills insist 
“Farrel.” The swing-rest principle the Farrel two- 
wheel roll grinder permits greater degree accuracy 
the grinding long rolls than any other mechanism 
yet devised. 


This exclusive method mounting the wheels off- 
sets errors due the ways being out parallel with 
each other with the axis the roll, caused distor- 
tions the machine bed from seasoning, temperature 
changes, settling foundation, etc. Because the swing- 
rest eliminates the effect roll accuracy such con- 
ditions, the operator provided with machine which, 
when accurately set, capable grinding rolls the 
proper straightness uniformity curvature, and 


exact roundness. FARREL-BIRMINGHAM COMPANY, 


detail the many advantages this unique machine. Sales Offices: Ansonia, Buffalo, New York, Akron, 
cost obligation. Chicago, Los Angeles, Houston 
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INC. 
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gineer and Resident Manager; 1928-30, Nashua 
Gummed Coated Paper Co., Nashua, H., 
Assistant to Manager; 1930 to present, Provin- 
cial Paper Ltd., Toronto. M.Sc. Chemical Engi- 
neering, Queens University, Kingston, Ont., 
1919. M.S, Chemical Engineering, M.I.T., Cam- 
bridge, Mass., 


William Francis Stidwill, Eng. 


Alliance Paper Mills, Merritton, Ontario, 
Production Superintendent, Merritton Division 


Experience: Graduate Queens University, B.Sc.; 
post graduate studies, University Michigan; 
post graduate, McNeil University, Eng.; joined 


Howard Smith Paper Mills, Cornwall Division, 
1933; charge Process Development, Corn- 
wall Div., 1940; assistant director research, 
Cornwall Div., 1941; officer with British Ad- 
miralty, 1942-1945; production superintendent, 
Parker Pen Canada, 1946-48; executive assistant 
president, Alliance Paper, 1948-51. 
married and has two children. His hobbies are 
woodworking, gardening and reading. 


Myron 
Mohawk Paper Mills, Cohoes, 
Production Manager. 


Experience: Technical Director—Riverside Paper 
Corp., Appleton, Wis.; Superintendent, Allied Pa- 
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per Mills, Kalamazoo, Mich.; General Superin. 
tendent, French Paper Co., Niles, Mich.; Pro. 
duction Superintendent, Central Paper 
kegon, Mich.; Production Manager, Mohawk Py. 


per Mills, Cohoes, 


us 


Arthur Loman 
Robert Gair Co., Inc., Tonawanda 
Division, Tonawanda, Y., Division Manager. 


Experience: 1917-1926, Various Paperboard Mill 
function; 1926-1935, Superintendent; 1935-present 


—Division Manager, 
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Ist Vice-Chairman 


Thomas Barry 
Hollingsworth Whitney Co. 
Waterville, Maine 
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Chairman 


James Wishart 
Oxford Paper Co. 
Rumford, Maine 


2nd Vice-Chairman 


Harlow 
Penobscot Chemical Fibre Co. 
Great Works, Maine 


Secretary-Treasurer 


Mrs. Marian Stewart 
Lincoln, 
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3rd Vice-Chairman 


Harvey Wilson 
Ryegate Paper Co. 
East Ryegate, Vt. 
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Denton 
Keyes Fibre Co., Plant Superintendent. 
Experience: Plant superintendent, Keyes Fibre 
Co., 12 years. Six years as plant superintendent. 
Previous to joining Keyes Fibre Co., five years 
with Alton Box Board Co, 


Delbert Gardner 
Great Northern Paper Co., Testing Engineer. 


Experience: Started paper making career with 
Canada Paper Co., at Windsor Mills, Quebec, in 
1905. Came with Great Northern Paper Co., 
Millinocket, in January, 1907. Went to East 
Millinocket in 1909 and worked upon the paper 
machines until 1925 when he was made foreman 
the paper room and beater room. Held that 
position until 1945 when due to poor health he 
was transferred present position the Bureau 
Tests. Has just completed years continu- 
ous service with the Great Northern Paper Co. 


George Loomis 

Eastern Corp., Paper Mill Superintendent, 
Katahdin Div., Lincoln, Maine 
Experience: Started learn paper making 
the Hammermill Paper Co., Erie, Pa., 1908. 
Entered the Beater Room beater helper and 
two years later moved to the beater’ engineer 
position. In 1914, accepted a position with the 
Eastern Manufacturing Co., Katahdin Div., Lin- 
coln, Maine, as boss color man. In 1928, was 
promoted to superintendent of paper mill, Ka- 
tahdin Div. 


Frank Knight 


Eastern Corp., Bangor, Maine, Manager, Pulp 
Manufacture 


Experience: Graduated T., 1938, B.S. 
Chem. Eng. Chemical engineer, Eastern Corp., 
1938-1944, Promoted pulp mill superintendent 
in 1944 and became manager, pulp manufacture, 


Frank Roberts 
Warren Co., Chief Engineer 


Experience: 1931-49, engineer, Warren Co. 
Became chief engineer in 1949, 


Francis Schiller 
Oxford Paper Co., Operating Superintendent 
Wide Supercalenders. 
Experience: Started the 154” Hamblett Cutter 
in the finishing room of the Consolidated Water 
Power & Paper Co., Wisconsin Rapids, Wis., in 
1929. After seven years varied, practical ex- 
perience different phases the finishing oper- 
ations, transferred wide supercalenders and 
was operating 133” Textile supercalender when 
Consolidated manufactured the first machine coated 
paper in 1936. As an operator, had an excep- 
tional opportunity gain experience the super- 
calendering and rewinding machine coated pa- 
pers, especially in the first few, hectic years 
when many new problems were met and had 
overcome. was during this period that the 
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need for wide, streamlined supercalender with 
a short draw became apparent. Was later pro- 
moted shift foreman wide supers and 
winders and 1946-47 served assistant 
intendent wide supercalenders and 
1947, resigned accept position with the 
Oxford Paper operating superintendent 
wide supercalenders and has position 
since, 


Amos Simpson 
Canadian International Paper Co., Manager. 
Experience: Started papermaking career Rem- 
ington Martin Paper Co., Norfolk, 
1903; International Paper Co., Niagara Falls, 
N. Y., short period; Remington Martin Paper Co,, 
Norfolk, Y., until 1912; DeGrasse Paper 
Pyrites, Y., 1912-26, general superintendent; 
International Paper Co., Pyrites, N. Y., 1926 
Oct., 1927, acting manager; Newfoundland Power 
& Paper Co., Cornerbrook, Newfoundland, Oc. 
tober 1927-November 1929, general superintend- 
ent; New Brunswick International Paper 
Dalhousie, N. B., Canada, November 1929-Septem- 
ber 1930, general superintendent; Canadian Inter. 
national Paper Co., Gatineau, Que., Canada, Sep- 
tember 1930-January 1949, general superintendent; 
January 1949-October 1949, production manager; 

became manager in 1949, 


Austin 


Bathurst Power & Paper Co., Ltd., Bathurst, 
B., Canada, Kraft Pulp Mill Consultant. 


Experience: 1906 clerk and chemist Satinite 
Widnes, Lanc., England, Manufacturers and 
Agents for Paper Maker’s Chemicals. 
chemist and assistant superintendent, 
pools Pulp Paper Co., Ltd., West Hartlepool, 
Durham, 1910-1913 various positions 
cluding night superintendent, Brown Corp., 
LaTuque, Q., Canada. 1913-1919 night 
perintenedent and assistant geneval 
tendent, Dryden Pulp & Paper Co., Ltd., Dry 
den, Ontario, 1919-1951 Kraft Pulp Mill 
superintendent, Bathurst Power & Paper Co., 
Ltd., Bathurst, N.B., Canada, May 1951 
present time, Kraft pulp mill consultant, Bathurst 
Power Paper Co., Ltd., Bathurst, 
Canada, 
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Bachmann 

Missisquoi Corp., Sheldon Springs, 
Vice-President. 
Experience: 1921-1924, Pejepcot Paper Co., tester- 
chemist; 1924-1927, American Writing Paper Co., 
chemist; 1927, Mt. Holly Paper Co., superin- 
tendent; 1927-1936, Kimberly Clark Corp., 
assistant-staff superintendent 
Missisquoi Corp., superintendent-mill manager- 
vice president. 


Robert Bancroft 


Hollingsworth Whitney Co., Superintendent. 
Finishing. 


Experience: 1929-1947 with Warren Co. 
Three years research; one year paper machines; 
two years completing general apprenticeship train- 
ing course; one year as paper machine foreman; 
two years production control; 27 months in U. S. 
Army 1943-1945; seven years finishing ex- 
perience in supervisory capacity which includes 
— supercalendering — sheeting — winding — 
finishing—shipping—and traffic; two years as 
foreman coated calenders. Current: superin- 
tendent of finishing with Hollinsgworth & Whit- 
ney since November, 1947. 


Thomas Marry 


Hollingsworth Whitney Co., Waterville, Maine, 
Manager Northern 


Experience: Graduated from University To- 
ronto 1921 Chemical Engineer. 1921-1924, 
Lincoln Paper Mills Ltd., Merritton, Ontario. 
Took apprentice course in Sulphite and Paper 
Mill work; 1924-1927, Spanish River 
Co., Ltd., Espanola, Ontario-Sault Ste. Marie, 
Ontario, mill chemist; 1928-1930, Spruce Falls 
Co., Kapuskasing, chief chemist and 
assistant general superintendent; 1930-1933, Fraser 
Paper, Ltd., Madawaska, Maine, catlalog mill 
superintendent; 1933-1935, Fraser Co., Ltd., as- 
sistant the president; 1935-1938, assistant mills 
manager, Fraser Paper, Ltd.; 1938-1949, mills 
manager, Fraser Paper, Ltd.; 1950, assistant 
manager of Northern Mills, Hollinghworth & 
Whitney Co., Waterville, Maine; 1951, manager 
of Northern Mills. 


Rudolph Greep 


S. D. Warren Co., Cumberland Mills, Maine, 
Production Manager. 


Experience: Research assistant Fuel and Gas 
Engineering Lab. MIT, Cambridge, Mass., 1930- 
1934; technical man in Pulp Mill, S. D. Warren 
Co., Cumberland Mills, Maine, 1934-1941; U.S. 
Army stationed Chemical Warfare Develop- 
ment Lab. 1941-1944, and assigned to Pacific 
Warfare Board, Western Pacific Theater 1944- 
1945; Pulp mill superintendent, S. D. Warren 
Co., 1946-1949; Production manager, S. D. War- 
ren Co., 1949 


Ernest John Reidman 


Keyes Fibre Co., Waterville, Maine, Assistant 
Plant Superintendent. 


Experience: Graduated from University Maine, 
1938 with B.S. in Chemical Engineering. Ope- 
rated Chemical Equipment at Calco Chemical 
Co., BoundBrook, for one year. Did chem- 
ists’ and testing work International Paper Co., 
Chisholm, Me. for one year and two months. 
Served Medical Corps, Army lab- 
oratory technician for one year and three months. 
Performed duties engineering officer 
Army Air Force for three years 
months. Worked foreman charge drink- 
ing cup and bakeware development at Keyes 
Fibre Co., Waterville, Me. for one year and 
ten moriths; assistant plant superintendent, Keyes 
Fibre Co., present and has been this job 
for years and five months. 
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William 


St. Regis Co., Bucksport, Me., 
Night Superintendent. 


Experience: Employed by the Great Northem 
Paper Co, 1918-1930—Finishing Department, Pa. 
per Mill, Groundwood Mill & Wood Room; came 
to St. Regis 1930, was groundwood foreman to 
1937, groundwood superintendent and 
July 15, 1951 was promoted present 
sition, 


Brown Co., Berlin, H., Superintendent 
side Mill. 


Experience: years experience. Has been with 
Brown Co., years; them superinten- 
dent. 


Cushing 

Groveton Papers Co., Groveton, H., 
Paper Mill Superintendent. 
Bleach and unbleach 
cial and toilet tissue, semi-chemical, board, 
sorbent papers, manila bag and wrappings, 
paper all sulphite, book, bristol, butcher’s manila, 
manila drawing, envelope manila and 
news, mimeograph, offset, soap wrap, bread 
ping. 


Clyde Stewart 


uperintendent. 


Experience: Formerly with Groveton Paper 
eight years, 
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Where can you use DuPont 
improve your packaging papers 


General 


Pa. 
Room; came 
foreman 
present po- 


DAIRY 


dent River: 


been with 
superinten- 


treated with Pont “Quilon” offers variety 
advantages packagers many different foodstuffs. For 


Outstanding size and water repellency ice bags, 
potato bags, grocery bags and shipping containers. 


Good anti-stick characteristics and balanced resist- 


stearato chromic chloride ance meat juices butchers’ wrap and meat 
ings, 
board. 
Superior release properties for packaging baked 
read wrap 

goods and frozen foods. 

INGS FOR BETTER LIVIN 
Paper THROUGH CHEMISTRY Write for technical bulletin today. Pont 


“Quilon” trade Nemours Co. (Inc.), Grasselli Chemicals Department, 


FRUITS AND 
VEGETABLES 
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Chester Ferguson 

White Mt. Paper Corp., Bellows Falls, Vt., 
Superintendent 
Experience: Started boy 1904 Riverton, 
Conn., on tissue cylinder machine. Went to Lam- 
bertville, N. J. in 1912. Became superintendent 
in Old Perseverance Mills in 1914, From there to 
Pittston, Pa. in 1921 with Wyoming Valley Mills. 
Then Brooklyn old Rushmore, Pa. Co. Mill. 
Finally Bellows Falls with former Kelley Paper 
Co. in 1926 now same plant operated by White 
Mt. Paper Co. Born Haddom Neck, Conn., July 
8th, 1891. 


Grady 

Fraser Cos., Edmundston, B., Assistant 
Pulp Mill Superintendent 
Experience: Entered the sulphite pulp industry 
in 1920 with present employer, and has had 
supervisory experience in the following depart- 
ments: pulpwood—wood barking, storing and re- 
claiming; wood room—wood preparation and chip 
manufacture; acid plant—burning sulphur 
Rotary and Spray Burners; Jensson Gas Cooling 
and Tower System; digester house—cooking with 
and without hot acid system, direct and indirect 
steaming; wet room operation—washing, screen- 
ing, thickening, mixing, blending and machine 
drying, loading and shipping, preparation of un- 
bleached and bleached sulphite and kraft pulp 
for news, catalog, higrade and specialty papers; 
bleaching—low, moderate, high density, continu- 
ous and batch bleaching Kraft and sulphite 
pulps single multi stages; water supply— 
purification water pressure and gravity 
filters. 


Stanley Wilkes 
Hardwick, Vt. 


Experience: General superintendent Cia. 
Industrial de Atenquique at Atenquique Jalisco 
Mexico 1946-1950; Kraft Paper assistant superin- 
tendent National Container Corp., Jackson- 
ville, Fla. on container board 1938-1945; assist- 
ant superintendent St. Helens Pulp and Paper 
Co., St. Helens, Ore. on kraft specialties 1931- 
1938; tour boss and assistant superintendent for 
International Paper Co. Bastrop, La., Cam- 
den, Ark., Ala, and Springhill, La. 


1925-1931; machine tender and tour boss for the 
Manistee, Mich. 1921-1925; 
Kraft Specialties backtender Gilman Paper Co., 
Gilman, Vt. kraft papers, 1919-1921; plugger 
backtender Mosinee, Wis., 1916-1919 
kraft papers. 


Cliff Patch 
Corp., Bangor, Maine, Research and 
Technical Director. 


Experience: 40 years experience; Graduate in 
Chemical Engineering from University Maine. 


Hierlihy 
Fraser Paper, Ltd., Madawaska, Maine, 
Mill Manager 
Experience: BA 1926, BSC 1927 from Mount 
Allison University, Sackville, New Brunswick. 
Began pulp and paper experience in 1927 with 
the Abitibi Power and Paper Co., Ltd., at Iro- 
quois Falls, Joined the Fraser Group 
1931, having since worked with Fraser Co., Ltd., 
Sales, and Board Mill superintendent. Since 
1945 with Fraser Paper, Ltd., Madawaska, Maine 
and mill manager of plant from October, 1949. 


Maurice McCarthy 


Hollingsworth Whitney Co., Waterville, Maine, 
General Superintendent 
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Experience: Chemist, color expert, assistant 
mill superintendent, Superintendent, 
and general superintendent. 


William Oliver 
St. Regis Paper Co., Bucksport, Maine, 

Paper Mill Superintendent 
Experience: Machine tender for Great Northern 
Paper Co. Millinocket, Maine eight years; 
chine tender for Thunder Bay Paper Co. at Port 
Arthur, Ont., three years; boss machine tender 
for Maine Seaboard Paper Co. at Bucksport, 
Maine fifteen years and paper mill superintendent 
for St. Regis Paper Co. four years. 


Harry Wallace 
Rogers Fibre Co., Inc., Bar Mills, Maine, 
General Superintendent 
Experience: Harry E. Wallace was born in Gor 
ham, 1886. first became associated with 
the Paper Industry 1909 when joined the 
Centrifugal Leather Co. Jordan operator. 
The following year joined Rogers Fibre Co, 
Inc. where went work wet machine 
operator. was later promoted beater engi- 
neer and then the position shipping clerk. 
1923, became superintendent the Bar 
Mills Division Rogers Fibre Co., Inc., 
ing this capacity until 1948 when was pro 
moted general superintendent both fibre 
board divisions. was admitted the 
can Pulp and Paper Mill Superintendents Assn, 
Inc. 1929 and has served Chairman and 
Secretary the North Eastern Division. 


Claude Clemons 
Gardiner Paper Mills, Gardiner, Maine, 
Superintendent. 
Experience: Started the paper making 
back 1914, when was attending 
school, for the United Paper Board Co, 
Peoria, Ill. Worked during school vacations and 
Saturdays and Sundays. Also worked for the 
Bemis. Bro. Bag Co., of the same city; it was 
with this company that first ran paper 
chine. He was sixteen years of age at the time. 
Enlisted the Army August, 1917, 
returned home October, After 
time, went back old job with Bemis. Hor 
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ever, the Army gave him a bad case of the 
and started traveling around 
mill mill for couple years. Then 
he went to Bradley Tech, for one year and to the 
University for three years; majored 
and engineering, specializing 
in paper mills. Has spent his entire life in the 
paper board mills, and has been in a supervisory 
capacity them for the past years, and 
out of this country. Ran the Foster mill in Utica, 
N. ¥., for some time; the Case mill in East 
Hartford, Conn., and several others. 


Wesley Wilkinson 


Johns Manville Corp., Tilton, N. H., Production 
Superintendent and Plant Engineer 


Experience: Started in the paper industry in 
1931 with American Box Board Co., Grand Rap- 
ids, Mich, as third hand, then into Quality Control. 
Left American Box Board installation and 
service work. Began with Beach & Arthur Paper 
Co., Coatesville, Pa. in 1937 setting up the Paper 
Control Department. Went from there to selling 
paper out of their New York office. Was trans- 
ferred back to the mill as assistant plant engineer 
and took over as plant engineer in 1939. Left 
Beach & Arthur in 1946 to join Personal Prod- 
ucts, Milltown, N. J. as engineer and assistant 


superintendent. Jomed U. S. Gypsum Co., Clark, 


N. J. in January, 1948, during construction as 


plant engineer. Finished construction and com- 
pleted start-up. Went with Johns Manville Corp. 
as production superintendent in June, 1949 at 
their Tilton, N. H. plant, manufacturing as- 
bestos electrical 


Harvey Wilson 

Ryegate Paper Co., East Ryegate, 
Mill Superintendent 
Experience: Started work for the Ryegate Paper 
Co. November 5, 1918 at the age of 16. Has 
been continually employed by the same company 
ever since—advancing through series of positions 
until July 1949, when promoted to mill super- 
intendent with over-all responsibility for both pa- 
per and pulp mill operations. Now second vice- 
president of the Northeastern Division of the 
American Pulp and Paper Mill Superintendents 
Assn. 


John Coppens 


Catalog Mill Supt., Fraser Paper, Ltd., 
Madawaske, Me. 


Charles Ferguson 
Gen. Supt., Oxford Paper Co., Rumford, Me. 
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James Wishart 


Oxford Paper Co., Rumford, Maine, Supervisor, 
Machine Coated Division 


Experience: All with Oxford Paper Co. at Rum- 
ford, Maine. Chairman of the Northeastern Divi- 
sion of the American Pulp and Paper Mill Su- 
perintendents Assn. 


Frank Harlow 
Penobscot Chemical Fibre Co., Superintendent 
Sulphite Division. 
Experience: Graduate of Bowdoin College 1929. 
With present company since 1930 as assistant 
chemist, night superintendent soda division, as- 
sistant sulphite superintendent and as superinten- 
dent of sulphite division since 1935. 


William Jordan 


S. D. Warren Co., Cumberland Mills, Maine, 
Pulp Mills Superintendent. 


Experience: Thirty-seven years with War- 
ren Co.—wood room, digester cook, assistant fore- 
man pulp mill laboratory, assistant superintendent 
and superintendent. 


John White 


Groundwood Supt., Keyes Fibre Co., 
Waterville, Me. 
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LAVAL 


GEARED TURBINE 


FINCH, PRUYN 


Round-the-clock papermaking requires peak 
turbine dependability. That’s why Finch, Pruyn 
selected this 400 geared Laval multistage 
turbine drive their new 122-inch 

Pusey and Jones Fourdrinier machine. 


With maximum speed change 7.5 this 
Laval turbine provides wide range variable 
speed drive. offers maximum capacity rating 
525 bhp 4945 rpm with gear reduction 
480 rpm. Minimum operating turbine speeds 
low 659 rpm geared rpm. 


Anticipated future operation this paper 
machine 1200 feet per minute will utilize the 
turbine’s top speeds. Currently the machine 
producing the rate 1,000 feet per minute, 
requiring 375 4130 rpm geared 400 rpm. 


Laval engineers are old hands making 
turbines that stay the job year after year. 
Investigate the Laval line now. 

Best way start with Bulletin 
Write for your copy today. 


LAVAL STEAM TURBINE COMPANY, TRENTON 2,NEW JERSEY 
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DIVISIONAL OFFICERS 


Chairman 


Paul West 
Thilmany Pulp Paper Co. 
Kaukauna, Wis. 


Ist Vice-Chairman 2nd Vice-Chairman 


Lawrence Murtfeldt Myles Reif 

Consolidated Water Blandin Paper Co. 

Power Paper Co. Grand Rapids, Mich. 
Wisconsin Rapids, Wis. 


Secretary-Treasurer 


Gus Klaus 
Northern Paper Mills 
Green Bay, Wis. 


“4 

7 

q 
7 


72—Superintendents Section 


Paul Bartholomew 


Minnesota and Ontario Paper Co., Technical 
Director—Iinternational Falls, Minn., 
Paper Division. 


Experience: 1949-51, assistant sales manager, Pa- 
per Div., Paper Co., Minneapolis, Minn.; 
1945-49, technical director, Hawthorne Paper Co., 
Kalamazoo, Mich.; 1932-45, technical service en- 
gineer, Paper Makers Chemical Div. of Hercules 
Powder Co., Kalamazoo, Mich.; 1931-32, chemical 
engineer, Hercules Powder Co., Wilmington, Del.; 
1930-31, chemical engineer, Hercules Powder Co., 
Kenvil, N. J. Graduated from Purdue Univer- 
sity, B.S., Ch.E., 1930. 


Arthur Broecker 
Marathon Corp., Rothschild, Wis., Resident Plant 
Engineer. 

Experience: Graduate University Wiscon- 
sin with degree in electrical engineering, class 
1928. First employed paper mill industry 
by Kimberly-Clark Corp. Employed by Cornell 
Wood Products Co., Cornell, Wis., from 1935 to 
1949, being plant engineer from 1942 to 1949. 
Transferred Marathon Corp. Rothschild, 
Wis., resident plant engineer 1949. Present 
work covers the general plant engineering work 
the pulp and paper mill Rothschild. 


= 


Fred Damp 


Flambeau Paper Co., Park Falls, Wis., Paper 
ill Superintendent. 


Experience; Began making paper the age 
fifteen screen boy the Wausau Paper Mill, 
then went running paper machine, was then 
tour boss, then to assistant superintendent, and 
then general night superintendent of pulp and 
paper for the Wausau Paper Co. Was general 
superintendent of Ward paper mill for six years, 
then came Flambeau Paper Co. Park Falls, 
Wis., as paper mill superintendent. 


Norman Foley 
Marathon Corp., Resident Manager, Menominee 
Division. 
Experience: Three years, Hammermill Paper Co., 
Erie, Pa.; 12 years, Marathon Paper Mills, 
Rothschild, Wis.; 24 years, Marathon Corp., 
Menasha, Wis.; one year, Marathon Corp., Me- 
nominee, Mich.; Practically all the time in 
chemical and production field. 


Mace Harris 
The Northwest Paper Co., Manager Pulp 
Manufacturing. 
Experience: Since July 1924 with The Northwest 
Paper Co.; 1951 chairman the Northwestern 
Division the AP&PMSA. 


Henry Fowler 
Nicolet Paper Corp., Pere, Wis., General 

Superintendent and Assistant Manager. 

Experience: 1917 1925—Glassine Paper Co., 
Conshohocken, Pa., owned Diamond State 
Fibre Co.; 1926 to 1933—supercalender foreman, 
Deerfield Glassine Co., Monroe Bridge, Mass.; 
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1934 1946—night superintendent, Nicolet 
per Corp.; 1946 to 1948—production superinten 
ent, Nicolet Paper Corp.; 1948 to 1951—gener 
superintendent, Nicolet Paper Corp.; 1951p 
eral superintendent and assistant manager, Nicole 
Paper Corp. 


Gus Klaus 


Northern Paper Mills, Superintendent of 
onverting Dept. 


Experience: Graduate University Wisconsin, 
Class of 1923 with B.S. degree. Started at North. 
ern in 1923, Served in various capacities and has 
been converting department superintendent since 
1941, present serving secretary and treas 
urer Northwestern Div. The American Pulp 
and Paper Mill Superintendents Assn. 


Nathaniel 
Northern Paper Mills, Technical 
Experience: Chief chemist—Continental Paper 
and Bag Corp.—13 years; technical superintend- 
ent—Northern Paper Mills—15 


John 
Mosinee Paper Mills Co. 
Asst. Plant Mgr. 
Experience: 1935-36, Forest Products 
Madison, Wis., technical assistant; 1936-38, 
sau Paper Mills Co., Brokaw, plant 
neer, chief engineer; 1938-42, Oliver United 
ters, Inc., New York, Y., field engineer; 
46, Marine Corps, captain; 1946, 
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FOR THE FIRST TIME, one machine will 
pulp, defiber and refine all your paper 
Here's what happens when this 
high-speed refiner goes work the 


pulper tub: 
PULPS 


The BEATAPULPER its own pulper. There's need 
baby this machine. You furnish whole bales 
once the unit takes them stride and slushes them 
minutes. 


nental The Cowles BEATAPULPER defibers the 
furnish amazingly short cycles. You'll find 


ars, 


REFINES 


Hydration and fibrillation commence soon the 
pulping operation starts. Cutting also may ac- 
any time during the cycle simply 
increasing the bed plate pressure against the knives. 


Panei Available 
The BEATAPULPER can obtained with control 


panel. The panel contains recording pressure gauge 
and recording ammeter, together with convenient 
means for adjusting the bedplate pressure against the 


knives. The bedplate also may disengaged from 
the 


INCORPORATED 


1936-38, Wat 
plant engi- 
r United Fil 


the new BEATAPULPER 
Pulps, Defibers, Refines 


ONE OPERATION 
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THE COWLES COMPANY, INC. 
102 Trackside, Cayuga, N.Y. 


GET ALL THE FACTS Learn more about 
the amazing Cowles BEATAPULPER 
fill and mail this coupon today! 


Associate: Alexander Fleck, Ltd., Ottawa, Ont. 
Gentlemen: Please send your BEATAPULPER Bulletin. 


| 
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Paper Mills Co., Mosinee, Wis., product engi- 
neer, assistant plant manager; graduate of Dart- 
mouth College, 1935; attended University of 
Wisconsin 1936. 


Lawrence Murtfeldt 
Consolidated Water Power & Paper Co., Pulp 
Rapids Division. 
Experience: Nineteen years—Consolidated Water 
Power Paper Co; vice-chairman—Superintend- 

ents’ Assn.—Northwest District. 


Nugent 
Nekoosa-Edwards Paper Co., Superintendent 
Manufacturing, Nekoosa Mill. 
Experience; 1923 graduate, chemical engineering, 
University of Michigan. Employed at Stevens 
Point Pulp & Paper Co. and Celotex Corp. pre- 
vious to 1928, at which time he started with 
Nekoosa-Edwards Paper Co. Has held the follow- 
ing positions with Nekoosa Edwards: Laboratory 
and Engineering Departments, technical superin- 
tendent, pulp mill operating superintendent, super- 
intendent of manufacturing in the Nekoosa Mill. 


Alfred Stuart Oliver 
Minnesota & Ontario Paper Co., International 
Falls, Minn., Superintendent Steam Power and 

nstrumentation. 
Experience: May 1896 attended Public Schools 
and extension engineering at technical schools in 
Aberdeen, Scotland. Began working career in 


general office work with Crombie Ltd. 
Aberdeen. Called for service August 1914 
with the 5ist Highland Division, Royal Engineers; 
served France, Belgium, Germany, England 
and Scotland for five years. On return to civil- 
ian life was employed on the engineering staff of 
Alex Pirie & Sons Ltd. of Stoneywood, Aberdeen- 
shire, Scotland, manufacturers of high grade pa- 
pers and now part of the Wigans Teap group, the 
largest group of paper manufacturers in Britain. 
After three years with Piries came 


and ‘was employed Kimberly-Clark Co. 


Kimberly, Wis. His next connection was with 
The Valley Iron Works in Appleton during which 
time he was engaged in the erection of paper ma- 
chines, beaters and other miscellaneous paper mill 
equipment. Following this, he was persuaded to 
join the mechanical section of the Wisconsin 
Wire Works. Moved St. Paul, Minn. and for 
five years worked installing engineer with 
Stone Webster the building the entire 
Ford plant and after completion transferred 
Ford Motor Co. in charge of maintenance of 
hydro, steam and gas plants, compressors, pump 
house, and machine shop. At various other peri- 
ods, worked the mechanical sections The 
Waldorf Paper Co., The Northern States Power 
Co. and American Hoist Derrick Co. the 
end 1927 joined the Minnesota Ontario 
Paper Co. assistant the superintendent 
all M. & O.’s power plants. Later assumed respon- 
sibility additional process control instrumenta- 
tion. Present responsibility is superintendent of 
steam power and superintendent of process con- 
trol instrumentation. 


Charl 
Nekoosa Edwards Paper Co., Vice-President 
Charge Manufacturing. 
Experience: Several years control 
laboratories, Hammermill Paper Co., Erie, Pa.; 
assistant paper mill superintendent, Hammermill; 
mill manager, Nekoosa Edwards for ten years and 
vice-president in charge of manufacturing for 
six years. 


Harold Skinner 

Marathon Corp., Rothschild, Wis., General Pulp 
Mill Superintendent. 

Experience: “hirty-five years pulp manufac- 

ture at Rothschild. Started as sulphite chemist 

and was promoted assistant superintendent, sul- 
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phite superintendent and general pulp mill super. 


John Alexander 
Nekoosa-Edwards Paper Co., Port Edwards, 
Wis., President and General 


Experience: Prive his appointment 
dent 1934, Mr, Alexander 
and general manager for seven years. He re. 
ceived his degree in chemical engineering from 
Armour Institute Technology, Chicago, 1916, 
After service with the Navy in the first World 
War he came to Nekoosa-Edwards as chief chem- (i 
ist in 1918. In January of 1925 he was named 9 
assistant general manager and two years later & 
was elected vice president and general manager, 


(Al) Annis, Jr. 
Co., Fitchburg, Mass., 
Plant Engineer. | 
Field Supervisor, Reid Brothers 
Inc., tool builders; meteorologist, Army 
Air Forces; mechanical engineer, Hollingsworth 
and Whitney and plant engineer, Cornell 
Paperboard Products Co. | 


Experience: 40 years experience in the pap 
manufacturing industry. 


Eli Joseph Carriveau 
The Ontario-Minnesota Pulp Paper 
Fort Frances, Ont., Superintendent Pulp 
Paper Manufacturing. 
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Neil Christian 


Nekoosa-Edwards Paper Co., Superintendent of 
Manufacturing, Port Edwards Mill. 


Experience: Worked for Munising Paper Co., 
Munising, Mich., Consolidated Water Power 
Paper Co., Wisconsin Rapids, Wis. At Nekoosa- 
Edwards Paper Co. worked Laboratory for two 
years. Was superintendent of Bleach Plants at 
Port Edwards and Nekoosa mills for twelve years. 
Then was superintendent Sulphite Mill Port 
Edwards for ensuing eight years and 
present position superintendent Manufac- 
turing for the past five years. This position covers 
Yard, Switching, Sulphite Mill, Paper Machines, 
Finishing, Shipping, and Maintenance. 


Edward (Bud) Coates 
National Biscuit Co., Marseilles, 
Superintendent Marseilles Mill. 


Experience: years the manufacture box- 
Started paper-making career with old Cres- 
cent Paper Co., Marseilles, Ill. and for the past 
years has been employed National Biscuit 
Co. at their board mill at Marseilles, Ill. Prior to 


worked for United Paper Board Peoria, 


Emil Damp 


Wausau Paper Mills Co., Brokaw, Wis., 
Paper Mill Superintendent. 


cuterman; Oconto Falls Mfg. Co., Oconto Falls, 
Wis., winderman; Wausau Paper Mills Co., 
Brokaw, Wis., 35 years with the company, start- 
ing as a machine tender, then as tour boss, and 
present paper mill superintendent. 


Thurston Iversen 


The KVP Co., Ltd., Espanola, Ont., 
General Operating Superintendent. 


Experience; Formerly sulphate mill superintendent 
of the St. Maurice Paper Co., Cape Madeleine, 
Que.; superintendent at Port Mellow B.C. with 
the Port Mellow Operating Co.; has held various 
supervisory positions with other Canadian mills; 
30 years experience in kraft pulp mill operations. 
Came with KVP, in 1946, from Red Rock, On- 
tario, as sulphate mill superintendent. Promoted 
June 1951 to general operating superintendent 
charge of sulphate mill, bleach plant, groundwood, 
paper mill and parchment divisions. 


Robert Jensen 


Rhinelander Paper Co., Rhinelander, Wis., 
Chief Engineer. 


Experience: Came to Rhinelander Paper Co., in 
1925 as engineer in charge of power. At present 
chief engineer charge power and mill 
maintenance, 


Grover Keeth 


Marathon Corp., Rothschild, Wis., 
Chief Power Engineer. 


Superintendents Section—75 


Experience: Since 1950, chief power engineer— 
previously chief engineer. Began with an oil can 
the Fisk Street Station the Comonwealth- 
Edison Co., Chicago, in 1905. In 1908 became 
chief engineer, Blue Island Station, Public Service 
Co. of Northern Illinois and in 1913 assistant me- 
chanical engineer in charge of all steam and hydro 
power stations, including heating systems and water 
works, 1918-1921 mechanical superintendent, Vic- 
tor Chemical Works, Chicago Heights, 
1927 combustion engineer, U. S. Gypsum Co. 
1927-1950 chief engineer, Marathon Corp. 1950 
to date, chief power engineer, Marathon Corp. 
Armour Institute of Technology—B.S. in mech- 
anical engineering—1906; M.E.—1910. Member 
and past National President, American Pulp and 
Paper Mill Superintendents Assn. Member and 
FELLOW American Society of Mechanical Engi- 
neers. Member Engineers Society Milwau- 
kee and American Chemical Society. Director 
Murray Manufacturing Co. Vice-president, 
Wausau Memorial Hospital Assn. Chairman, Engi- 
neering Division, Wisconsin Registration Board 
of Architects and Professional Engineers. Mem- 
ber of Wausau Water Commission, Masonic 
Order, Wausau City Club and Milwaukee Athle- 
tic Club. 


Leonard 


Rhinelander Co., Rhinelander, Wis., 
Paper Mill Superintendent. 


Experience: Kimberly Clark Corp., Niagara Falls 
N. Y¥., Chemist 1932-1935; Mount Holly Paper 
Co., Mt. Holly Springs, Pa., Chemist, 1935-1936; 
Flambeau Paper Co., Park Falls, Wis., technical 
superintendent, 1936-1940, superintendent, 1940- 
1948; Rhinelander Paper Co., Rhinelander, Wis., 


William Schlafge 


Minnesota and Ontario Paper Co., International 
Falls, Minn., Production Manager, Paper 


Experience: Mr. Schlafge has been associated 
with Mando since 1930, when he began as a 
chemical engineer the research department. 
1933 he became chief chemist. Advancing to the 
assistant general superintendent the paper di- 
vision in 1947, he became general superintendent 
1949. Mr. Schlafge was graduated from the 
University of Minnesota in 1927 with a Masters 
Degree in chemical engineering. Before joining 
Mando Mr. Schlafge worked for the Strutwear 


; ia 
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Co., Minneapolis, where was employed 
chemist. Before that time he worked for the 
E. I. duPont Co., Wilmington, Del., as a chemist. 
He is responsible for all pulp and paper opera- 
tions of the International Falls division. 


Ernest Peterson 


Mosinee Paper Mills, Mosinee, Wis., 
Paper Mill Superintendent. 


Experience: Came from Norway in November 
1904 then years old Wisconsin Rapids and 
started to work at Biron in wood yard and worked 
in all departments and on paper machnie as 4th 
hand and winderman. 1910 left Biron 
join Consolidated Paper Corp. 1911 went 
Marathon Paper Mills. When Mosinee Paper 
Mills started up No. 1 machine was employed as 
backtender and in 1914 was promoted to machine 
tender. In 1922 was made assistant superintendent 
and paper mill superintendent in 1934. Oct. 1949 
resigned from mill on account of poor health. 


Lawrence Pflieger 

Marathon Rothschild, Wis., 

Pulp Production Superintendent. 
Experience: Has been with Marathon 26 years; 
maintenance, pulp tester, sulphite chemist, cost 
control and assistant pulp superintendent. 


John Plach 


Appleton Coated Paper Co., Appleton, Wis., 
Superintendent. 


years coating and converting 


experience. Started with Appleton Coated Paper 
Co. June 3, 1924. Operated coating machines for 
15 years. Then became foreman of _ coaters, 
trouble-shooter and night supervisor. 
position for five years; assistant superintendent 
and coating diagnostician for the next four years; 
plant superintendent for the last four years. 


George McGregor 


Minnesota and Ontario Paper Co., International 
Falls, Minn., Chemical Engineer. 


Experience: Mr. McGregor joined Mando in 1945 
in the pulp research department. He then became 
superintendent pulp research. His 
tion was superintendent Pulp and Paper and 
By-products Research. His extensive experience 
both in production and research is now being put 
to good advantage in special projects in Mando’s 
International Falls production division. Prior to 
his coming to Mando he worked with the Swen- 
son Evaporator Co., Harvey, Ill., as manager of 
the pulp and paper division. For a time he worked 
at the U. S. Forest Products Laboratory at Madi- 
son, Wis., their senior chemical engineer, While 
working for Weyerhauser at Longview, Wash., he 
was the general pulp superintendent. At Appleton, 
Paper Chemistry. Before that, worked for the 
Northwest Paper Co., Cloquet, Minn., as their 
chief chemist. He is a graduate of the Univer- 
sity of Wisconsin, 


Harry Gochnauer 


Northern Paper Mills, Green Bay, Wis., 
Chief Engineer. 


Experience: Born in Appleton, Wis. Attended 
Lawrence College two years; graduated from Uni- 
versity of Pittsburgh; B.S. in S.E.: postgraduate 
work University of Pittsburgh, awarded Profes- 
sional S.E. Degree. Worked for Ohio State De- 
partment Health Public Water Supplies, 
Cuyahoga County Sanitary District, consulting 
engineers in Cleveland. Came with Northern 
Paper Mills, September 21, 1921 as Chief Engi- 
neer which work has pursued for the past 
30 years. Supervised design and construction of 
all mill additions, excepting Boiler Plant. Depart- 
ment comprises 143 men including 10 professional 
engineers. registered professional engineer 
in Wisconsin. Designed and constructed first 
132,000 volt transmission line Wisconsin; was 
generai manager Northern Electric Co., hydro- 
electric power Menominee River. 


Shedgick 


Marathon Corp., Menasha, Wis., Central Quality 
Control—Paper and Board Technician 


Experience: Twenty years as paper maker, eleven 
departments, four years in central quality control, 


Walter Sherman 


Kansas City Star Co., Flambeau Paper Div., 
Assistant Manager. 


Experience: Has always been with this mill; 
paper tester, chemist, assistant sulfite superinten- 
dent, July 1940, sulfite superintendent, April, 
1941, Under the latter title, he also was acting 
technical director, and had charge of sale of sul- 
fite pulp and developed and had charge of the 
Road Binder program for use of Sulfite Spent 
Liquor which led to an active program of public 
relations. Became assistant manager, March 195] 
in charge of public and political relations, sale of 
sulfite and groundwood Pulp and 
and all the operating departments the 
received his B.S. degree from New York State 
College Forestry, Pulp Paper Dept. after 
workin his way through in 1937, 


Lawson Smith 


Consolidated Waterpower and Paper 
Wisconsin Rapids, is., Night Supervisor 
Board Machine. 


ion on 


Experience: Has worked every positi 


board machine. Received his training 
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Boxboard Co. Was tour boss for the Ohio Box- 
Co. for six and half years; tour boss for 
Whippany Paper Board Co., Inc. three months 
machine. Consolidated Water Power Paper Co. 
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Clyde Steele 


re Combined Locks Paper Co., Combined Locks, 
Wis., Coating Superintendent. 


Experience: Graduate Purdue University 
Civil Engineering in 1932, Employed by American 
Coating Mills construction and maintenance de- 
partments assistant coating 
superintendent for developing box board coated 
products. 1938 accepted position technical 
representative for Glidden Co, during their early 
work in promoting soya products for coating. In 
1939 joined Combined Locks staff under 
Massey to develop rotogravure type machine 
coater. During last war served five years with 
Corps of Engineers in camp and airbase construc- 
tion and maintenance as Area and Post Engineer 
several stations. Returned Combined Locks 
Paper Co. 1946 and assisted development 
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machine coated papers under 
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Cecil Taylor 


Wausau Paper Mills Co., Brokaw, Wis., 
General Superintendent. 


Experience: Started at the Central Paper Co., 
Muskegon, Mich.; worked for the International 
Paper Co. their mills Bastrop, and Moss 
Point, Miss. and paper mill superintendent 
Sterling Pulp and Paper Co., Eau Claire, Wis.; 
Superintendent Wolf Ruir Paper Co., Shaw- 
superintendent Ward Paper Co., Merrill, 
Wis. and present position at Brokaw, Wis. Has 
been in the paper business 28 years having started 
at the age of 18, 


John Bard 


Marathon Corp., Menasha, Wis., 
Paper Mill Superintendent. 


Experience: Pulp and paper research, 1940-1945; 
Quality control supervisor, Rothschild Mill, 1946- 


1948-1951, 


ion on 
the Ohio 


gf 


4 


Sidney Wells 


Institute Paper Chemistry, 
Research Associate. 


Experience: 1903 sugar analyst, Standard Sugar 
Refinery, S. Boston, Mass.; 1908, sugar chemist, 
Central Aguine, Porto Rico; 1909, 1910, chemical 
engineer, Mead Pulp and Paper Co., Chillicothe, 
Ohio; 1911-1916, 1917-1925, chemical engineer in 


Forest Products, Forest Products Laboratory, 
Madison, Wis.; 1925-1930, director, Paper Mill 
Laboratories, Quincy, Ill.; 1930, 1931, director 


research, Nekoosa Edwards Paper Co., Port Ed- 
wards, Wis.; 1932-1935, technical advisor, Com- 
bined Locks Paper Co., Combined Locks, Wis.; 
1936-1938, partner, Paulson and Wells, Appleton, 
Wis.; 1938 to date, Institute 
of Paper Chemistry, Appleton, Wis. 


research associate, 


Trask 


Shawano Paper Mills, Shawano, Wis., 
Resident Manager. 


Experience: Worked approximately one year for 
the Consolidated Water Power & Paper Co. manu- 
facturing news. Then many years for the Wau- 


sau Paper Mills Co. as machine operator and 
night superintendent manufacturing bonds and 


specialties. Left Wausau in 1945 to work for 
St. Regis as the mill manager at the Little Falls 
mill Minnesota manufacturing book papers. 
Left Little Falls in 1950 to accept position of 


resident manager of the Shawano Paper Mills, 
Shawano, Wis., manufacturing wrapping and 
printing tissues, waxing, antitarnish, toweling 


and napkin. 


Kelly 
Marathon Corp., Resident Manager. 

Experience: Fifty-two manufacturing of 
paper, board and sulphite pulp. Started 1912 as 
board machine tender; 1916, night superintend- 
ent; 1918, day superintendent; 1920, 
paper mill superintendent; 1940, general superin- 
tendent pulp and paper. Became resident manager 
in 1946, 


years 


general 


Henry Baldwin 


Consolidated Water Power & Paper Co., 
Coordinator: Plants and Processes. 


Experience: 1933 to date with Consolidated Water 
Power & Paper Co. 


Joseph Trapani 


Felt Mills, North Kansas City, Mo., 
Superintendent. 


Experience: Has worked in paper mill since he 
was Started third hand and worked 
superintendent. Has been superintendent for the 
last ten years at Volney Felt Mills, 825 Armour 
Rd., North Kansas City, Mo. Employed by Lloyd 
A. Fry of the Fry Roofing Mill. Started at 14 
for U. S. Gypsum Co. in Skaneateles Falls, then 
went work for Mr. Fry Fulton, 
Came to North Kansas City ten years ago. Has 
had years experience paper work. 


Martin Auchter 


Hoberg Paper Mills, Green Bay, Wis., Vice- 
President Charge Manufacturing 
Experience: Joined Hoberg engineering staff in 
1932 after graduation from Marquette University. 
Holds degree. Appointed 
vice-president in 1946 after serving as power su- 
assistant gen- 


electrical engineering 


petintendent, chief engineer and 
eral superintendent. Fifth vice-president of Ameri- 
can Pulp and Paper Mill Superintendents Assn. 


Emmett Barney 


Cornell Paperboard Products Co., Cornell, Wis., 
Superintendent 


Experience: Started at Cornell in 1914 and dur- 
ing the next twenty years worked up on all ma- 
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chine jobs and then tour boss under several 
superintendents. 1934 was advanced present 
position of superintendent. 


Fred Boyce 


1836 St. 
Milwaukee 13, Wis. 


Experience: Was born on February 2, 1869, in 
Wilton, Saratoga County, N. Y. When only a 
youngster, family moved to Corinth, N. Y., 
and it was there and at neighboring Saratoga 
Springs that went school. 


His first work paper mill dates back 
1882. First job was that Groundwood Grind- 
erroom Helper the mill the International 
ning machine there. 


In 1901, became general superintendent of 
the Falls Manufacturing Co., Oconto Falls, Wis. 
After a short stay there, took over the duties of 
production manager of the Wausau Paper Mills 
Co. Brokaw, Wis. and filled that job until 
retirement from paper mill employment 1935. 


Was one the founder members The 
American Pulp and Paper Mill Superintendents 
Assn.; was its first active president, serving 
for the period (1919-1921); and has been a 
trustee the Association from 1921 date. Has 
long been known the Daddy the association 
because participation its affairs. 


Vice-president the Wisconsin Paper Prod- 
ucts Co., Milwaukee, Wis., since its founding in 
1924; and president Murray Manufactur- 
ing Co., Wausau, Wis., manufacturer of machin- 
ery for the pulp and paper industry and unit 
heaters for diverse applications, since 1932. 


The church (Methodist), the A.; and 
Masonry, as well as several association groups, 
addition the Superintendents Association, 
has come for active support and loyalty. 


Was Chairman the Board the First 
Methodist Church (Wausau, Wis.), for 12 years; 
Wis.), for several years. Served as a delegate 
to the Wisconsin Conference of the Methodist 
Church; delegate the United Conference 
the Methodist Church the United States 


America; and a delegate to the National Council 


Masonic include the following: 
Member and Past Master of Forest Lodge No. 
130, F. & A. M. (Wausau, Wis.); member and 
Past High Priest of Wausau Chapter No. 51, R. 
member St. Omar Commandery No. 
(Wausau, Wis.); member of Wisconsin Scottish 
Rite (Milwaukee, Wis.); and member Tripoli 
Temple (Milwaukee, Wis.). 


Association memberships, other than member- 
ship in the Superintendents Association, include: 
Wisconsin Chamber of Commerce, United 
States Chamber Commerce, Wisconsin Manu- 
facturers Assn., United States National Assn. 
Manufacturers, National Assn. of Foundrymen, 
Founders Society, and National Foundry Assn. 


Walter Christensen 


Hoberg Paper Mills, Green Bay, 
Sulphite Superintendent 
Experience: Started Hoberg technical staff 
1925. Made chief chemist 1931 and sulphite 
superintendent 1947, 


Dohr 


Badger Paper Mills, Inc., Peshtigo, Wis., 
Paper Mill Superintendent 
Experience: Was associated with the Riverside 
Paper Co., Appleton, Wis., from 1918 1920. 
During that year he accepted a position with 
the Peshtigo Paper Co., serving finishing su- 
perintendent from 1920 1927 and paper mill 
superintendent from 1927 1929, which time 
the company was purchased Badger paper 
Mills, Inc. From 1929 1931 Mr. Dohr held 
the position night superintendent. From 1931 
1949 was superintendent finishing room 
operations and present holds the position 
paper mill superintendent, including paper ma- 
chines, finishing and converting departments. His 
record covers a period of 34 years’ experience in 

the paper industry. 


Ekman 
Rhinelander Paper Co., Rhinelander, Wis., 
Pulp Mill Superintendent 


Experience: Worked within the sulphite and 
Kraft pulping industries Sweden, 1917-1924. 
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Graduated (Chemical Engineer) from Royal 
versity of Engineering, Stockholm, Sweden, 1922, 
Worked with the Bogalusa Paper Co., Ontonagon 
Fibre Co., and Marathon Paper Mills, 
Chief chemist with Tomahawk Kraft Paper 
1925-1930. Chief chemist with Rhinelander Paper 
Co., 1930-1934; Pulp mill 
same company since 1934. 


William Erickson 


The Northwest Co., Cloquet, Minn., 
Kraft Mill Superintendent 


Experience: Received B.S, degree in Chemical 
Engineering, University Wisconsin, 1921, 
Employed The Northwest Paper Co., Cloquet, 
Minn., since March, 1922. 


David Clark Everest 
Chairman the Board, Marathon Corp., 
Rothschild, Wis. 


Experience: Everest was born Pine Grove, 
Mich., Oct. 13, 1883, the son John Henry and 
Gertrude Clark. was educated the public 
schools, Gobles, Mich., and received degree 
Dr. Business Administration from Northland 
College, 1946. He married Rita Gouin, September 
20, 1905, and has three children—Helen Gertrude 
(Mrs. Laramie Evans), Ruth (Mrs. Norman 
Weaver), David Clark. Office boy and book- 
keeper, Bryant Paper Co., Kalamazoo, Mich., 
1900-02; assistant manager, Munising (Mich.) 
Paper Co., 1902-07; manager, Williams Gray Co., 
Chicago, Ill., 1907-09; president and general man- 
ager, Marathon Corp., since 1951; chairman of 
board, Marathon Corp., since 1950; paper and 
food package manufacturer, Rothschild, 
general manager, 1909-1950; president, 1938-1950; 
chairman board, Wausau Paper Mills 
Brokaw, Wis., president, 1948-1950; 
dent, First American State Bank, Wausau, Wis.; 
vice-president, Masonite Corp., Laurel, 
since 1926; vice-president, Longview 
Fibre Co. since 1926; vice-president, Employers 
Mutual Liability Insurance Co., Wausau, Wis., 
since 1920; chairman board, Marathon Paper 
Mills Canada Ltd., since 1946; vice-president, 
Murray Mfg. Co. since 1951; also director 
many companies; chief consultant, pulp and 
per branch, Office Production Management, 
Washington, C., September 1940-October 15, 
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Gold Medal award, Technical Association 
Pulp and Paper Industry, 1944; member board of 
curators and treasurer, State Historical Society; 
member Forestry Advisory Council, State Con- 
servation Commission, since 1948; chairman Mara- 
thon County Chapter, American Red Cross, since 
1918; trustee, Lawrence College, Appleton, Wis.; 
member American Paper and Pulp Assn. (pres., 


1927-28, 1938-39); Institute 


Paper Chemistry 


(vice-president since 1929); president, American 
Forestry Assn., Washington, D. C., 1951; mem- 
ber National Industrial Conference Board, New 
York, 1950; president Forestry 
Assn, 1951. Republican. Episcopalian. Mason. 


Clubs: Athletic (Milwaukee) ; 


Wausau Country 


(Wausau, Wis.). Home: 1206 Highland Park 


Blyd., Wausau, Wis. 


Clyde Faulkender 


Hoberg Mills, Green Bay, Wis., 
echnical Director 


Experience: Graduated from Iowa State College 
in 1939 with B.S. degree in Chemical Engineer- 
ing. Joined Hoberg organization in 1945 from 
Bauer Brothers Co., Springfield, Ohio. 


Robert Gavin 


Nelson Manufacturing Co., Minneapolis, 
Minn., General Superintendent 


Experience: Worked fourdrinier and cylinder 
machines. Control chemist, technical superintend- 
ent, chief chemist, assistant to the mill manager 
of fourdrinier mill, Beach and Arthur Paper Co., 
Pennsylvania; superintendent cylinder board 
mill; general superintendent cylinder board and 


cylinder felt mills, The 
turing Co., Minneapolis, Minn., 


Nelson Manufac- 
1935 to present. 


Myles Reif 
Blandin Paper Co., Grand Rapids, 


General Superintendent and Assistant General 


Manager. 


Experience: Graduate chemical engineering Mar- 


University, Milwaukee, Wis., 
Kimberly Clark Corp., Neenah, Wis., 1937-1942; 


assistant general superintendent, Blandin Paper 


Co., 1943; general superintendent, Blandin Pa- 


per 1945; also assistant 
Blandin Paper 


general manager, 


Lawrence Gibson 


Kansas City Star Co., Flambeau Paper Division, 
Park Falls, Wis., Sulphite Superintendent 


Experience: B.S. Forestry, Iowa State College, 
Ames, Iowa. 1933 to 1941, U. S.’ Forest Service 
as Junior Forester in Washington, Wisconsin, 
Michigan, Illinois, Ohio, Indiana; 1941 to 1942, 
Flambeau Paper Co., Park Falls, Wis.; 1942 to 
1946, U. S. Army Air Force, Major, Military In- 
telligence; 1946 to 1952, Kansas City Star Co., 
Park Falls, Wis. 


Winfred Giese 


Hoberg Paper Mills, Green Bay, Wis., 
Division A—Paper Mill Superintendent 


Experience: Started at Hoberg laboratory in 1927, 
later transferring division paper mill. 
pointed Division A paper mill superintendent in 
1942, 


Robert Gilmer 
National Container Mich., Ontonagon, 


Mich., Pulp Mil 


Experience: Graduated Michigan College of Min- 
ing & Technology, B.S. Metallurgical Engincer- 
ing. Served 4 yrs. U. S. Army Corps—Eng., 
World War IIl—Overseas duty—France, Belgium, 
Germany, Austria. Released from active duty 
Ist Lt. C_E., 1946, and went to Ontonagon Fibre 
Corp., now National Container Corp. Michigan, 


uperintendent 
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Ontonagon, Mich., as chemical engineer. Pro- 
moted to pulp mill superintendent, 1949. 


Calvin Hartzog 


: Cornell Paperboard Products Co., 
Milwaukee, Wis., Assistant Mill Superintendent 


Experience: Started as cutter hand in 1930 on 
paper board machine, up-graded back tender, 
then to machine tender. In 1949 became assistant 
mill superintendent under John R. Stinson. 


Otto Hassel 


Consolidated Water Power Paper Co., 
Wisconsin Rapids, Wis., Board Mill 
Superintendent 


Experience: Twenty years at Lafayette Box Board 
and Paper Co., general superintendent, 1925-1932; 
superintendent, Paper Boards, Inc., Chicago, 1933- 
1936; board mill superintendent, Consolidated 
Water Power Paper Co., since 1936. 


Wm. Hyde 


Northwest Paper Co., Cloquet, Minn., 
Assistant Superintendent 


Experience: Started to work for this company in 
October, 1906, when they had two machines mak- 
ing newsprint; now have four machines and are 
making fine paper. Has been tour boss and assist- 
ant superintendent for the last 34 years. Has 
been working at Northwest for 45 years without 
ax lost time accident. 


x 
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Gerald Hendershot 


Central Fibre Pro. Co., Denver, Colo., 
Superintendent 


Experience: Thirty years’ experience under one 
employer, divided between two separate mills. 


Robert Kissel 
Hoberg Paper Mills, Green Bay, Wis., 
General Superintendent 
Experience: A graduate of the Wharton School, 
University of Pennsylvania, joined the Hoberg 
engineering staff in 1932. Served as superintend- 
ent of both converting and paper mill. Loaned 
to Hudson-Sharp Co., Green Bay, during war 
years to supervise tank part production. Returned 
Hoberg 1947 general superintendent. 


& 


Joseph Kryszak 
Wisconsin Tissue Mills, Menasha, Wis., 
Paper Mill Superintendent 


Experience: Paper mill superintendent since 


Peter Massey 
Consultant 
Experience: Executive vice-president and general 
manager, W. F. Hall Printing Co.; executive 
vice-president, Seaman Paper Co.; inventor, ma- 
chine coating; consultant, Consolidated Water 
Power Paper Co,; consultant, Munising Paper 


Co.; consultant, Tonawanda Paper Co.; consultant, 
Bryant Paper Co.; vice-president and general 
manager, Combined Locks Paper Co.; executive 
vice-president and general manager, Smith 
Paper Co.; consultant, Time, Inc.; general mana- 
ger, Kalamazoo Div., St. Regis Paper Co.; chief, 
Products Development, St. Regis Paper Co.; con- 
sultant, H. P. Smith Paper Co. 


Robert Minahan 
Hoberg Paper Mills, Green Bay, Wis., 
Chief Engineer 
Experience: Joined Hoberg engineering staff 
1936. Graduate of University of Wisconsin. Ap- 
pointed chief engineer, 1946, 


Cecil Parvin 
Nekoosa-Edwards Paper Co., Port Edwards, 
Wis., General Superintendent 
Experience: Eighteen years with Nepco in the fol- 
lowing positions: Inventory clerk, production clerk 
-paper mill, beater rcom foreman, technical su- 
perintendent—Port Edwards paper mill, technical 
superintendent—Nekoosa paper mill, assistant 

mill manager, and general superintendent. 


Dennis Pozolinski 


John Strange Paper Co., Menasha, Wis., 
General Superintendent 


Experience: Started working fifth hand 
4-cylinder 108” board machine and worked 
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a machine tender. Held this position for the next 
years. Was then transferred 6-cylinder 
145” board machine. In 1947 was promoted to 
tendent 1950, last promotion gen. 
eral superintendent in July, 1951. 


Norman Raymaker 
Hoberg Paper Mills, Green Bay, Wis., 
Superintendent, Division B-Paper Mill 

Experience: Started Hoberg 1929 and made 
Division A paper mill supervisor in 1942, Ap- 
pointed Division B paper mill superintendent in 
1947, 


Joseph Roskams 

Hoberg Paper Mills, Green Bay, Wis., 

Converting Department Superintendent 
Experience: Joined the company 1930 pulp 
tester Hoberg laboratory. Appointed converting 
secretary-treasurer of north west division of 
Superintendents Association (1942). 


Benjamin Metternich 
Marathon Corp., Wis., Plant Manager 
Experience: Ben Metternich began working 
car clerk with the Soo Line Railroad Menasha, 
Wis., June 1908. After working there 
August that year, joined the Menasha 
Printing Co., destined in 1917 to merge with the 
Menasha Carton Co., and 1927 become the 
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‘or the next 
6-cylinder 
romoted to 
Nt superin. 
‘ion to gen. 


Black-Clawson 


Four-Point 


Program 
The Government has its four-point program 
help foreign lands their fight against com- 
Black-Clawson also has four-point 
program—to help paper mill superintendents 
produce better grades faster and more eco- 
and made 
The several Black-Clawson divisions are able bring 
bear engineering wealth mill experience unmatched 
any other builder. That’s because they have for many 
years been building almost every kind machine the mills 
require. 
Because Black-Clawson integrated operation, since 
they build practically everything mill requires, the mill 
that installs B-C-S-D equipment gets better synchronized 
layout and operation. 
Due the precision standards Black-Clawson and the 
match-marking parts, paper machine erection accom- 
plished without time delaying hitches and salable paper 
made almost immediately. The B-C record this regard 
ved phenomenal—and something check into. 
ion 


When mill centers its purchases one point also cen- 
ters the responsibility for performance that point. Almost 


That’s the Black-Clawson four-point program. 
Don’t discount it. should considered. 


THE BLACK-CLAWSON CO. Hamilton, Ohio 


Divisions: SHARTLE BROS. MACHINE CO., Middletown, Ohio 

DILTS MACHINE WORKS, Fulton, New York 
Western Sales Office: Mayer Building, Portland, Oregon 
Southern Sales Office: 937 Coventry Road, Decatur, Georgia 
Northern Sales Office: 814 Superior St., Appleton, Wisc. 
Associate: THE ALEXANDER FLECK LTD., Ottawa, Canada 
Subsidiary: B-C INTERNATIONAL LTD., Greener House 

66/68 Haymarket, London, England 
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Menasha Products Co., division of 


Paper Mills Co. The latter company changed its 
name 1944 Marathon Corp. 

From 1908 1912, Mr. Metternich was ship- 
ping clerk Menasha Printing Co. 1912 
was made superintendent the Menasha firm, 
position he held till 1918. From 1918 to 1920, he 
was a salesman for the Menasha Printing & Car- 
ton Co, Next step was that of assistant general 
superintendent of the Menasha Printing & Carton 
Co. for three years, followed by general purchas- 
ing agent from 1923 to 1930. It was 1930 when 
Mr. Metternich was named plant manager 
Ashland, the post occupies today. 


George Riedel 
National Container Corp. of Wis., Tomahawk, 
Wis., Paper Mill Superintendent 
Experience: First was with Mosinee Paper Mills 
Kraft wrapping and specialties. left there 
in 1925 to become assistant paper mill superin- 
tendent Tomahawk Kraft Paper Co. who were 
making about 40 tons of Kraft wrapping and bag 
paper per day. became paper mill superin- 
tendent there in 1929. In 1930 another paper 
machine was installed, and the mill went almost 
entirely Kraft specialties. 1946 the Toma- 
hawk mill was purchased National Container 
Corp. They built semi-chemical pulp mill, 
addition to the Kraft pulp mill already there, and 
changed the product semi-chemical corrugating 
and liner. He is at present paper mill superin- 
tendent of National Container Corp. of Wisconsin. 


Laurin Sabatke 

Marathon Corp., General Superintendent 
Paper Mill, Rothschild, Wis., Division 
Experience: 1922-28, machine hand, Marathon 
Corp., Rothschild, Wis.; 1928-29, paper maker, 
U. S. Bureau of Standards, Iowa State College, 
Ames, Iowa, doing research on cornstalks; 1929- 
33, superintendent, Maizewood Products, Du- 
buque, Iowa, making wall board from cornstalks; 
1933-36, attended Iowa State College; receiving 
B.S. Chem. Engr.; 1936-38, research staff, In- 
stitute Paper Chemistry, Appleton, Wis.; April 
1938 to December 1938, chemical engineer, North- 
west Paper Mill, Cloquet, Minn.; December 1938 
date, Marathon Corp., Rothschild, Wis., coming 
as assistant superintendent of paper mill, advanc- 
ing present position. 


Robert Rusch 
Mosinee Paper Mills Co., Mosinee, Wis., 

Paper Mill Superintendent 
Experience: Started as a beater helper for Kim- 
berly-Clark Co., Neenah, Wis., 1926. Worked in 
research development and production for Kim- 
berley-Clark Co. while attending Lawrence College 
and the Institute Paper 
technical superintendent for International Paper 
Co, at Fort Edward, 1937. Made cylinder mill 
superintendent at Fort Edward, 1940. Became 
assistant general superintendent International Pa- 
per Co., Tonawanda Mill, 1943. Accepted present 
position as paper mill superintendent of Mosinee 
Paper Mills Co., March, 1951. 


James Rush 


Consolidated Water Power Paper Co., 
Stevens Point, Wis., Mill Manager 


Experience: Fitchburg Paper Co., 1923-1924; 
American Writing Paper Co., 1925 to 1932; New- 
ton Paper Co., 1932 1933; Consolidated Water 
Power & Paper Co., 1933 to present time. Be- 
came mill manager of the Stevens Point Division 
of Consolidated in 1941. 


Carl Simon 


Consolidated Water Power Paper Co., 
Wisconsin River Div., Paper Mill Superintendent 


Experience: Forty years: Allied Paper Co., Kala- 
mazoo, Mich.; Kalamazoo Paper Co., Kalamazoo, 
Mich.; Michigan Carton, Battle Creek, Mich.; 
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Nekoosa Edwards Paper Co., Port Edwards, 
Ward Paper Co., Merrill, Consolidated 
Water Power Paper Co., superintendent 


in 
last named for past five years, 3 


John Stinson 
Cornell Paper Board Products Co., Milwaukee, 
Wis., Superintendent, Milwaukee Division 

Experience: Nine years 
tendent, Rockford Fibre Container Co., Rockford; 
Ill, three years; superintendent, Eddy Paper 
Corp., Three Rivers, Mich., five years. Has been 
the paper business for forty years. His father 
also was paper maker, and has three brothers 
now running mills. Besides the mills which 
has been superintendent, has had various other 
connections over the country. 


Carl Stoke 

National Container Corp. of Wis., Tomahawk, ‘ 

Wis., General 

Experience: Was pulp mill superintendent for the 

Mosinee Paper Mills Co., Mosinee, Wis., from 

1916 1923; from 1923 1946 was general su- 

perintencent of the Tomahawk Kraft Paper Co., i 
Tomahawk, Wis.; present, general superintend- 
ent the National Container Corp. Wisconsin, 

Tomahawk, Wis. 


Tomezak 


Kansas City Star Co., Flambeau Paper Division, 
Park Falls, Wis., Plant Engineer 
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PONT SULFAMIC ACID 


for paper-mill cleaning 


sonsin, 
See how you can get better felt performance and improve the quality 
your paper with Sulfamic Mail coupon today for technical bulletin 
the use Pont Sulfamic Acid the paper industry. 


superin- 
Paper 
Tas been 
father 
brothers 
vhich 
other 
superior cleaning agent for press wet felts 
You get complete reaction and quick rinsing when Pont Sulfamic Acid 
used clean produces openness and good drainage. raises the 
nap, giving better surface characteristics the finished paper. 
You eliminate the need for number cleaners. Sulfamic Acid also 
for the does effective cleaning job wires, cylinder molds, pulp washers and pipes. 
from » 
addition, this dry, crystalline material safe and easy handle— 
intend- produces disagreeable fumes. 


PONT 


SULFAMIC ACID 


Grasselli Chemicals Department, Wilmington, Delaware 


Please send product application bulletin Pont Sulfamic Acid. 


Firm 
REG. 5. PaT.OFF 
Street 


BETTER THINGS FOR BETTER LIVING 


THROUGH CHEMISTRY 
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Experience: the age fifteen 1903, started 
working the sulphite mill operated the Me- 
nasha Paper Co., Ashland, Wis. First job was 
blow pit washout man. In the following years 
worked on most every job in the plant. Trans- 
ferred to the Ladysmith, Wis., sulphite mill as 
sulphite cook 1912. Transferred back Ash- 
land, Wis., as sulphite superintendent in 1913. 
A few years later, the mill was sold to the Me- 
nasha Printing and Carton Co., and that company 
sold the Flambeau Paper Co. 1919. Trans- 
ferred to Park Fills, Wis., in 1920 as sulphite 
superintendent and engineering work in other de- 
partments until 1941, Promoted plant engineer 
the paper 


Paul West 

Thilmany Pulp & Paper Co., Kaukauna, Wis., 
Pulp Mill Superintendent 

Experience: In 1935, graduated from Univ. of 
Wisconsin, B.S. in Civil Engineering; 1935-1937, 
employed by Wisconsin State Highway Commis- 
sion (Bridge Dept., Madison, Wis.); 1937, em- 
ployed Thilmany Pulp Paper Co. pulp 
mill control engineer and in 1942, was made pulp 
mill superintendent. present chairman 
of Northwestern Division, American Pulp ana 
Paper Mill Superintendents Assn. 


Jay Wright 
St. Regis Paper Co., Sartell, Minn., General 
Superintendent 

Experience: General superintendent St. Regis 
Paper Co., Sartell, Minn., since 1942. Born 
Stillwater, N. Y. Early experience started in 
1917 with Wood Corp., Stillwater, Y., 
United Box Board, Thomson, N. Y., and West 
Virginia Pulp and Paper Co., Mechanicville, N. Y. 
From 1925-32, department superintendent for In- 
ternational Paper Co., Palmer, N. Y., and Berlin, 
N. H. Department superintendent for Consoli- 
dated Water Power and Paper Co., Wisconsin 
Rapids, Wis., from 


Rowe Wales 


Minnesota and Ontario Paper Co., International 
Falls, Minn., Superintendent. 


Experience: Mr. Wales joined Mando 1939 
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assistant sulphite superintendent Interna- 
tional Fails, 1942 was promoted 
the position he now holds. His experience before 
coming to Mando consisted of working as a sul- 
phite superintendent at the International Paper 


Northern Paper Mills, Green Bay, Wis, 
ated from Institute Paper Chemistry, June 
Wisconsin Rapids; 1946 to date, mill manager 
Wisconsin River Division Consolidated, 


LaVern 


Marathon Corp., Menasha, Wis., Senior Process 
Engineer. 


Conway 


Hoberg Paper Mills, Inc., Green Bay, 
President and General Manager. 


Experience: Former examiner for Michigan state 
banking department and examiner for Federal 
Reserve Bank of Chicago. President, Hoberg Pa- 
Inc., since 1927; president, Sulphite 


Experience: 1934, graduate of The Institute of 
Paper Chemistry, Appleton, Wis., M.S, degree; 
1934-1936, member of Technical Staff, Dill & 
per Mills, Collins, Inc., Philadelphia, Pa.; 1936-1946, mem. 
Pulp Manufacturers Research League, Inc. Di- ber Technical Staff, Marathon Corp., 
rector of the following companies: Giddings and nasha, Wis., Division; 1946-1951, paper mill su- 
Lewis Machine Tool Co., Green Bay Citizens perintendent, Marathon Corp., Menasha, Wis., 
Loan and Investment Co., and Peoples Trust and Division; 1951 to date, senior process engineer, 
Savings Bank, both in Green Bay. Past President Marathon Corp., Menasha, Wis. 

of the following: Wisconsin Manufacturers Assn., 
Wisconsin state Chamber of Commerce, The Tis- 
sue Assen., Green Bay Chamber of Commerce. 
Member of Kiwanis, Milwaukee Athletic Club 
and the Milwaukee Club. 


James Hayes 


Bemis Bro. Bag Co., Peoria, Iil., Mill 
Superintendent. 


Experience: Graduate University Maine, 
1924, B.S. Chem. Eng., Pulp Paper course 
included. Employed Bemis Bag Co. 
chemist-paper technologist, July, 1924. 1938 
became superintendent Paper Mill. Work in- 
cludes direction of Laboratory, and general super 
vision Coating Department. Has been with 
Bemis Bag Co. constantly 
college graduation in 1924. He is a member of 
the American Pulp and Paper Mill Superintend- 
ents Assn., the Technical Assn. of the Pulp and 
Paper Industry and the American So- 
ciety. 


Arthur Yoder 
National Container Michigan, 

Ontonagon, Mich., Paper Mill Superintendent. 
Experience: Early experience was obtained at 
father’s West Branch Paper Mill at Barto, Pa. 
Years 1902 1905 spent with the Martin Wil- 
liam Nixon Paper Co., Manayunk, Pa. Then 
went to the West Virginia Pulp & Paper Co., 
Williamsburg, Pa., for seven years and after that 
the Watab Pulp Paper Co. for seven years. 
Then spent three years the Mosinee Paper 
Mills, Mosinee, Wis., and from there, 1925, 
went the Ontonagon Fibre Corp., which 
changed hands in 1945 and is now the National 
Container Corp. of Michigan. Married and has 
six children—five daughters and one son, 


Victor Fishburn 


Burgess Cellulose Co., Freeport, Ill., President. 


Experience: Chemical engineer, Watab Paper 
Sartell, Minn., 1915-1916; 
Stamford Plant, Edgewood Arsenal, Chemical 
Warfare Service, 1916-1918; manager, Groveton 
Paper Co., Groveton, H., 1919-1927; 
Gilman Paper Co., Gilman, Vt., 1927-1928; vice 
president and president, Burgess Cellulose Co., 
Freeport, 1928 date. 


William Foote 


Consolidated Water Power Paper Co., 
Wisconsin River Division, Wisconsin Rapids, Wis., 
Manager. 


Experience: Summers 1933-1934, Riverside Paper 
Co., Appleton, Wis.; Summer 1935, Michigan 
Carton Co., Battle Creek, Mich.; Summer 1936, 
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Frank Kreiling 


Thilmany Pulp Paper Co., Kaukauna, Wis., 
Paper Mill Superintendent. 


Experience: Three years at Institute of Paper 
Chemistry in Pulping and Physics group. Since 
1937 at Thilmany Pulp & Paper Co., two years 
with laboratory staff on special mill problems, 
one year charge Bleach Plant, seven years 
superintendent paper mill No. 1, five years gen- 
eral paper mill superintendent. 


Walter Swanson 


Director of Manufacturing. 
Kimberly-Clark Corp., Neenah, Wis., 


Edward Walk 


Paper Mill Supt., Marinette Paper Co., 
3120 Riverside Ave., Marinette, Wis. 


Cloud, Jr. 


Paper Mills Corp., West DePere, Wis., 
Superintendent. 


Joined Paper Mills thirteen 
years ago. has spent his entire career the 
paper industry, having worked various capa- 
cities before working his way up to superin- 
tendent. 


Arnoid Urban 


Marathon Corp., Rothschild, Wis., Superinten- 
dent of Steam Power. 


Experience: Boiler maintenance, two years; fire- 
man, years; superintendent of 
steam power, six years; superintendent of steam 
All employment with Mara- 


three assistant 
power, eight years. 
thon Corp. 


Crain 

Columbia River Paper Mills, Vancouver, Wash., 
General Superintendent. 
Experience: Institute Paper Chemistry, 1930- 
1934; Whiting Plover Paper Co., chemist, 1934- 
1938; Nekoosa Edwards Paper Co., 1938-1951 
assistant technical director, research director and 
technical superintendent, Nekoosa Mill. Columbia 
River Paper Mills, general superintendent, 1951 
to present. 


Joseph Barrette 
Falls Paper Power Co., Oconto Falls, Wis., 
Paper Mill Superintendent. 
Experience: Experience the past twenty-five 
years has been in making paper. 
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Kassing 


Nekoosa-Edwards Paper Co., Director 
Process and Product Development. 


Experience: B.S., M.S., New York State College 
of Forestry, Pulp and Paper Department. With 
Hammermill Paper Co. for 23 years—laboratory 
to paper company as paper mill superintendent. 
New York State College of Forestry, professor, 
Pulp and Paper Manufacture, three years; Ecusta 
Paper Co., general manager of manufacturing, 
two years; Nekoosa-Edwards Paper Co., two 
years. 


Alfred Wilkinson 


Prod. Mgr., Kimberly Mill, Kimberly-Clark 
Corp., Neenah, Wis. 


Cloud, Sr. 


Paper Mills Corp., West DePere, Wis., 
Manager. 


Experience— Mr. Cloud has spent the past 
years in the paper industry, almost exclusively 
the board field. has worked for such or- 
ganizations Gypsum, Container Corp. 
America, Upsum Corp., United Paper Board and 
others. came Paper Mills man- 
ager in 1937. 
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series your 


wrapping answer! 


Lyneh 


FOR REAM PAPER, PADS, 


Loose Leaf Fillers TABLETS, HARD AND SOFT COVER BOOKS, 


LOOSE LEAF FILLERS, BROCHURES, 


MAGAZINES, ETC. 


Hard Bound Books 


Ream Paper 


For detailed information and brochure, 
please write Lynch Packaging Sales Dept. 


PAR PACKAGING MACHINE DIVISION MORPAC GLASS 
CANDY COOKIE TOLEDO, OHIO PAPER PACKAGING OLEO MACHINES 
COMPRESSORS WRAPPING BRANCHES: NEW YORK CHICAGO MACHINES 


MACHINES SAN FRANCISCO ATLANTA 


¥ 
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Ist Vice-Chairman 


Gus Ostenson 
Crown Zellerbach Corp. 
Crown Willamette Paper Co. Div. 
Camas, Wash. 


DIVISIONAL OFFICERS 


Chairman 


St. Regis Paper Co. 
Kraft Pulp Div. 
Tacoma, Wash. 


2nd Vice-Chairman 


William Clarke 
Longview Fibre Co. 
Longview, Wash. 


Secretary-Treasurer 


Burke Morden 
Morden Machines Co. 
Corbett 
Portland, Ore. 
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3rd Vice-Chairman 


Walton 
Woodfiber Div. 
Simpson Logging Co. 
Shelton, Wash. 
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Charles Ackley 


Crown Zellerbach Corp., West Linn, Ore., 
Paper Mill Superintendent. 


Experience: Forty-two years in the paper indus- 
try, starting the Camas Division Crown- 
Zellerbach, where worked machine 
tender four years and where remained for 
4 seven years or until he left the West Coast to 
broaden his experience in the mills in Wisconsin 
and Michigan for a period of seven years. At 
that time he returned to the West Coast to be- 
come shift superintendent at the Oregon Pulp and 
Paper Co. for two years. The following nine 
years were spent with the Grays Harbor Pulp 
and Paper Co. In 1937 he became general super- 
intendent the Hawley Pulp and Paper Co. 
Oregon City. For the last twelve years has 
been with present employer as superintendent over 
the Lebanon Division, the Port Angeles Division, 
and West Linn Division, where he is now located. 
He is a past National President of the American 
Pulp Paper Mill Superintendent Assn. 


John Benjamin Beck 


Oregon Pulp and Paper Co., Salem, Ore., 
General Superintendent. 


Experience: With Oregon Pulp and Paper Co. 
since January, 1950, making ledger, index, bonds, 
mimeograph, greaseproof, glassine and some sul- 
phite specialties on four paper machines; making 
and unbleached sulphite pulps suitable 
for these grades. 1930-1949, with E. B, Eddy 
Co., Hull, Que., Canada, except for six years 
with the Army (Royal Canadian Engineers). 
After the war was specialty mill superintendent 
at the Hull Mill, making toilet bond 
mimeograph, ledger, index, cylinder board ma- 
chine specialties, sulphite groundwood 
specialties, kraft specialties. Before the war was 
chief chemist, in charge of technical control, and 
night superintendent. 1929-30, Smooth Rock Falls, 


tissues, 


Ontario; analytical and research chemist doing 
special work sulphite pulp bleaching. 1922-29, 
Alliance Pulp & Paper Mills, Merritton, Ont. 


During this period worked various departments 
both the pulp and the paper mill, including 
sulphite pulp cooking and beater engineer. 1921-22, 
Interlake Tissue Mills, Merritton, one year in 
the toilet tissue department. Ben graduated from 


Toronto University, department chemical en- 
gineering, with the degree of B.A. Sc. in 1926. 
TAPPI, the American Pulp Paper Mill Super- 
intendents Assn., and also member the 
Canadian Technical Section and received the 
Technical Section Award 1948. 


Velden Anderson 


Fir-Tex Insulating Board Co., St. Helens, Ore., 
Mill Manager. 


Experience: Mr. Anderson began work Fir-Tex 
in August of 1930, as operations first got under 
way, as driver of an electric truck, working with 
the plant through its good and seasons, 
through all the different operations the plant. 
In.1935 became machine tender and 1936 
was promoted to tour boss. For a time in 1938 
he took over the work of master mechanic, then 
returned his regular job tour boss. 1941 
he was assistant superintendent, and two years 
later became night superintendent, then day su- 
perintendent and 1944 was appointed general 
superintendent. In 1950, during the manager's 
illness, took over his work until January, 
1951, was appointed mill manager. 


Harold Cavin 


Puget Sound Pulp & Timber Co., Bellingham, 
Wash., Chief Engineer. 


Experience: Started the pulp industry 1927 
field engineer for Hardy Ferguson con- 
struction of 200-ton kraft mill at Tacoma, Wash., 
then as field engineer on construction and resi- 
dent engineer on operation of Soundview Sulphite 
Mill at Everett, Wash. In 1936-37 rebuilt St. 
Regis Mill Tacoma and installed bleach plant. 
1937 was engaged Ossian Anderson de- 
sign and supervise construction Puget Sound 
Pulp Timber Mill Bellingham and served 
as chief engineer on operation. Was engaged by 
Hardy S. Ferguson as resident engineer on con- 
struction Kraft Paper Mill for Hollingsworth 
Whitney Mobile, Ala. Since then has served 
chief engineer for Puget Pulp except 1942 
1945, serving commander the Navy 
“Seabees.” Currently charge design and 
construction 300-ton Sulphite MgO Mill for 
Ketchikan Pulp Co.’s $40 million mill to be 
built Ketchikan, 
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Edward Barthelemy 
Crown Zellerbach Corp., Camas, Wash., 
Machines Tour Foreman. 


Experience: Started papermaking in 1915 at New 
Westminster, C., screen monkey and 
Started working Camas, Wash., 1916 
at Crown Zellerbach Corp. as laborer, transferred 
to machine operations and except for time out 
for World War I (Navy) has continuous service 
with Crown Zellerbach both tissue and kraft 
grades, 


Crown Zellerbach Corp., Lebanon, Ore., 
Superintendent Paper Machines. 


Experience: Forty-one years with Crown Zeller 
bach. Started at Camas, September 1, 1911-1914; 
transferred to West Linn, 1914-1916; transferred 
to Ocean Falls, B. C., 1916; back to West Linn, 
1917; transferred to Camas, 1922-1928; to Port 
Townsend, 1928-1945; to Camas, 1945-1946; to 
Lebanon, Ore., 1946. 


Julson 


Pulp Div., The Weyerhaeuser Timber 
Springfield, Ore., Mili Manager. 


Experience: 1933-1941, foreman, production 
uler; 1941-1943, converting superintendent; 
1945, plant engineer; 1945-1950, manager, Pulp 
Paper Division, (All above for Diamond 
Co., Plattsburg and Ogdensburg, Y.) 
mill manager, Pulp Division, The Weyerhaeut 
Timber Co., Springfield, Ore. 
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John Guthrie 


Wash., Alaska Pine Cellulose Ltd., Woodfibre, C., 
Plant Manager. 


1915 at New Experience: 1940, Chemistry Laboratory, British 


cey and fin. Columbia Pulp & Paper Co., Ltd.; 1941, operating 
ish., in 1916 jobs throughout the mill; 1943, plant superintend- 
_ transferred ent; 1951, after formation of Alaska Pine & 
or time out Cellulose Limited, plant manager. 

uous service 

e and kraft 


Merritt Kaphingst 


Columbia River Paper Mills, Vancouver, Wash., 
Superintendent, Sulphite Division. 


Experience: Rayonier, Inc., Shelton Division, 
>s. 1926 to 1943, assistant superintendent; previously 
Hoberg Paper Co., Green Bay, Wis. With Co- 
lumbia River Paper Mills 
tendent since 1944, 


wn Zeller 
1911-1914; 
transferred 
West Linn, 
3; to Port 
5-1946; to 


Alaska Pine Cellulose, Ltd., Vancouver, C., 
General Superintendent. 


Experience: 1919-1922, chief chemist, Fraser Cos., 
Ltd.; 1922-1923, night superintendent, 13 hrs. per 


Leo Kelley 


night; 1923-?, night superintendent, hrs. per 
night; 192?-1929, assistant plant manager; 1929- 
jon 1931, plant manager; 1931-1934, Resti 

nt; 1948 anag ; 31-1934, Co., 
Mate Paper Co.; 1934-1936, supervisor pulp 
words, complete charge Fraser and 
Restigouche Co. Six seven months 1936 


working for The Mead Co. December 1936, 


plant superintendent B. C. Pulp & Paper Co., 
Woodfibre, B. C. 1942-1952, general superintend- 
ent, Pulp Paper Co., Ltd., and Alaska 
Pine & Cellulose, Ltd., in charge of everything 
connected with the Woodfibre, Port Alice and 
Swansa Bay plants and head office strategy. Edu- 
cation: B. Se. A., and B. A., University of 
New Brunswick; post graduate work chemis- 
try at Yale, veteran of World War I; M. A., 
University 


Glen King 
Crown Zellerbach Corp., West Linn, Ore., Div. 
Operating Assistant to Superintendent—Paper 
Machines. 


Experience: Technical control department, Port 
Angeles Div.; filter plant foreman; chief, Paper 
Div., Dept., Camas, 


manager, Products Development, 


Products 
Wash.; 


San Francisco, Calif. 


New 


Jesse Lewis 


Coos Bay Pulp Corp., Anacortes, Wash., 
Production Manager. 


Experience: Birthplace, Bellingham, Wash., July 
20, 1906. Educated public schools. Self-edu- 
cated in pulp making following graduation from 
high school. Took correspondence Studied 
trade books while working. Started 
pulp mill of Puget Sound Pulp & Timber Co., 
Bellingham, Wash., in 19?7. Worked through 
the mill on almost all operating jobs. Was ele- 
vated position tour foreman 1933 com- 
plete charge tour shift. Experienced the 
start new unit the plant 1938 (acid 
plant, digesters, screen room and machine room). 
Was transferred early 1940 the company’s 
Anacortes plant superintendent. Was full 
charge of mill, purchasing and operating, with the 
management being in Bellingham. Plant was 
later sold Scott Paper Co. (Coos Bay Pulp 
Corp.—subsidiary Scott). Remained with Scott 
superintendent. Served for period resi- 
dent manager following death of man serving in 
that capacity. Present titlke—production manager 
charge all operations and production, 


Walter Miller 


Coos Bay Corp., Anacostes, Wash., 
lant 


Experience: Five years the sulphite pulp in- 
dustry. 
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Elmer Logsdon 


Publishers Paper Co., Oregon City, Ore., 
Boss Machine Tender. 


Experience: Started at Crown Zellerbach at West 
Linn, Ore., on May 15, 1919. Worked on all 
machines. Left Crown May, 1928, to go with 
Hawley Pulp & Paper Co. Worked in technical 
control department. Went with Southern Fruit 
Wrapping Mills, now Fernstrom Co., at Pomona, 
Calif., as a back tender on No. 2 at Pomona 
about six months. Returned to Hawley'’s about 
January 1930, worked all machines vari- 
ous capacities. Was made a boss machine tender 
January 1, 1937, which position he now holds. 


Harold McBean 


Alaska Pine & Cellulose Ltd., Woodfibre, B. C., 
Plant Superintendent. 


Experience: Graduated from the University 
British Columbia in 1940. Twelve years experi- 
ence sulphite pulp industry with Alaska Pine 
Cellulose Ltd., formerly British Columbia Pulp 
& Paper Co., manufacturers of high quality paper, 
rayon and acetate pulps. 


John MeEwen 


Pulp Division, Weyerhaeuser Timber Co., 
Everett, Wash., Technical Director, 
Everett Mill. 


Experience: Graduate work, Institute of Paper 
Chemistry, Appleton, degree; sum- 


— 
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mer work, Eastman Kodak Co., Rochester, N. Y., 
1940; Mead Corp., Chillicothe, Ohio, 1941; 
Army, Corps of Engineers, 2nd Lt. to Major; 


research group leader, Pulp Division, Weyer- 
haeuser Timber Co., Longview, Wash., 1947- 
1949; technical director, Everett Mill, Weyer- 


haeuser Timber Co., Pulp Division, 1949-present. 


Sigurd Molver 


St. Regis Paper Co., Kraft Pulp Div., Tacoma, 
Wash., Shift Superintendent. 


Experience: Employed for six years by Crown 
Co. 1936 washer operator. Became bleach 
Zellerbach Paper Co. Moved to St. Regis Paper 
e plant helper in 1938 and was promoted to bleach 
plant operator 1940 and then shift superin- 
tendent in 1947, 


Leslie Mullins 


Fibreboard Products, Stockton, Calif., 
Superintendent. 


Experience: Forty-one years. 1911 1913, with 
Beveridge Paper Co., Indianapolis, Ind.; 1913 to 
1918, American Box Board, Grand Rapids, Mich.; 
1918 to 1952, Fibreboard Products, Inc., Stockton, 
Calif. 


Albin Nelson 


Fernstrom Paper Mills, Pomona, 
General Superintendent. 


Experience: Started paper making career back 
Sweden in 1912, and immigrated to U.S.A. in 
1923. Worked for lumber mills and logging 


camps until able to master the English language—- 
which did not know word when ar- 
rived in this country. Succeeded in getting a job 
the Everett Pulp and Paper Co. when their 
No. machine started 1926. Accepted 
job as machine tender at the Fernstrom Paper 
Mills, Inc., when their No. 2 machine started up 
early in 1929, Advanced to tour foreman, as- 
sistant superintendent, and superintendent 


1949, 


Max Bailey 


Westminster Paper Co. Ltd., New Westminster, 
C., Paper Machine Superintendent 


Experience: Thirty years with Westminster Paper 
Co.; eighteen years as a machine tender. Pro- 
moted assistant superintendent 1947 and has 
been superintendent of paper machines since Au- 
gust, 1948. 


PAPER TRADE 


Experience: 1921-1925, winderman and 
er; 1925-1934, machine tender six 
machines; 1934-1939, tour foreman and Special 
assignments, machine clothing; 
ant superintendent paper mill; 1940-1945, 
paper production, 


Carl Sholdebrand 
Spaulding Paper Co., Newberg, Ore., 
Plant Superintendent. 


Experience: Chemist Swedish 
chemist and superintendent Canadian pulp 
mills; service engineer, G. D. Jenssen Co.; serv- 
ice engineer, Chemipulp Process, Inc.; sulphite 
superintendent at Hawley Pulp & Paper Co., Ore- 
gon City, Ore.; plant superintendent Spaulding 
Pulp Paper Co., Newberg, Ore. 


Geoffrey Norman 


Bloede!, Ltd., Pulp Division, Harmac, 
B. C., Tour Foreman. 


Experience: Twenty-three years with 
Pacific Mills, Ltd., training maintenance, pulp 
manufacture, machine room, size making, and 
dyeing; ten years beater room superintendent. 
With McMillan Bloedell assisting inspection 
and preparation and start new mill prior 
assuming present 


Gus Ostenson 


Crown Zellerbach Corp., Camas, Wash., 
Manager Paper Production. 


Einar Walloe 


MacMillan (Alberni) Ltd., 
Superintendent. 


Experience: Born and educated Oslo, Norway; 
1922-26, Borregaard, Sarpsborg, Norway; 1926 
36, Howard Smith Paper Mills, Ltd.; 1936-45, 


Pacific Mills, Ltd.; 1945-47, Marathon Paper 
Mills Canada, Ltd.; 1947-, MacMillan 


Eugene Young 


Columbia River Paper Mills, Vancouver, 
Electrical Engineer. 
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The Most Useful Paper 


YOU GET carload advantages 
with every tank car 
MERSIZE-RM! 


Because you use only one-half much 
Mersize rosin size— 


YOU SAVE freight costs 


YOU DOUBLE your storage and 
mixing capacity 


YOU SAVE ONE-THIRD your size 
costs the beater 


YOU USE the same furnish 
get equal better results! 


hetter sizing lower cost 


Superintendents 


how many 
dollars 
have you 
saved 

since 1943? 
when 


MERSIZE 


For eight years Monsanto research development 
and production facilities have worked steadily heip 
progressive paper manufacturers reduce 

sizing costs substantially—with Mersize, the original 
combination chemically-built size and rosin. 


Mersize-RM, Monsanto’s latest development, 

does the work twice much straight rosin size— 
only two-thirds the cost present prices, 
over cents per pound rosin size solids you 

may now using—or $30,000 annually for the 
typical mill buying $100,000 rosin size year! 


Yes, Monsanto can truthfully say “First the Field,” 
when comes chemical sizes why not 
benefit from Monsanto’s long experience and let 
tell you how Mersize can save important sizing 
dollars your mill? MONSANTO CHEMICAL COMPANY, 


Merrimac Division, Boston 49, Mass. 
Mersize: Reg. U.S. Pat. Off. 


SERVING SERVES MANKIND 
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Experience: 1918 to 1924 at Crown Willamette 
Paper Co., Camas, Wash., finishing room, and 
electrical department, as operating electrician; 
1924 to 1926, operating electrician; 1926 to 1931, 
maintenance and construction electrician; 1931 to 
date, electrical engineer for Columbia River Pa- 
per Mills, Vancouver, Wash. 


Moak 


Crown West Linn, 
Plant 


Plant engineer, 1948 present, 
Linny 1946-1948, Crown Zellerbach Corp,, con 
struction engineer, West Linn Camas; 1940 
1946, Soundview Pulp Co,, Everett, Wash,, mas 
ter 1938-1940, Brunswick Pulp Paper 
Co,, Brunswick, shift foreman; 19.36.1937, 
Soundview Pulp Co., Everett, Wash,, construction 
engineer; 1234-1936, O, C. Schoenwerk, Everett, 
Wash., construction engineer; 1931-1932, Weyer- 
haeuser Pulp Div., draftsman; 1929-1930, Crown 
Zellerbach Corp., Camas, draftsman, 


q 


Charles William Cassell 


Everett Pulp Paper Co., Division Simpson 
Co., Everett, Wash., Chief Engineer 


Experience: B.S.M.E. from Purdue University, 
June, 1929, postgraduate study including two 
years at Institute of Paper Chemistry and Penn 
State College summer course in Industrial Man- 
agement. Previously employed editorial assist- 
ant, Factory Industrial Management; engineer, 
West Va. Pulp Paper Co.; assistant plant engi- 
neer and later works chemist, Congoleum-Nairn 
Inc.; plant engineer, Bryant Paper Co.; super- 
visor of engineering on felt and roofing, The Bar- 
rett Division; technical director, John Strange 
Paper Co. 

Registered professional mechanical, chemical, 
electrical and civil engineer in Michigan, Wash- 
ington. Member American Pulp and Paper Mill 
Superintendents Assn., TAPPI, A.S.M.E., A.C.S., 
Tau Beta and Triangle Fraternity. 

Arthur Newcomb 


Crown Zellerbach Corp., Camas, Wash., 
Paper Mill Superintendent. 


Experience: Thirty-eight years paper making in 
Crown mills. Eight years paper mill superintend- 
ent Crown Zellerbach mill Camas, 


Dennis Critzer 


Puget Sound Pulp Timber Bellingham, 
Superintendent Board Division 


Experience; 1948-1982, superintendent of Hoard 
Container 


6 cylinder speelalty board machine; 


iperintendent, Reading Corrugated 
Corp) tower foreman, Container Corp 
of America, Wilmington, Del Me, Critver ts 
married, has a daughter attending high 
achool and resides at 704 South Park Drive, 


Wash, 


Louis Paul Fortier 


Everett Pulp and Paper Co., Div. Simpson 
Logging Co., General Superintendent 


Experience: First employed by Orono Pulp & Pa- 
per Co., Orono, Maine, October 5, 1902. Has 
been connected with Eastern Manufacturing Co., 
Bangor, Maine; American Writing Paper Co., 
Holyoke, Mass.; Groveton Pulp and Paper Co., 
Groveton, N. H.; Bryant Paper Co., Kalamazoo, 
Mich.; Dunn Sulphite Paper Co., Fort Huron, 
Mich.; and Michigan Paper Co., Plainwell, Mich. 
Employed Everett Pulp and Paper Co. April, 
1937, making total fifty years paper in- 
dustry October, 


Frank Hamilton 


Everett Pulp Paper Co., Division Simpson 
Logging Co., Technical Director and Assistant 
General Superintendent 


Graduated University Michi. 
gan, Chemical Engineering Department, 1938, 
Joined Allied Paper Mills, Kalamazoo, Mich, 
Sept., 1938; 1938-1942, research engineer; 
1947, superintendent Photographic Paper Depart. 
ment and assistant technical director; 
paper mill superintendent, (During this period 
was charge machine coating development and 
operation.) Joined Everett Pulp & Paper © 


technical director in February of 1951, 


Sidney Collier 


Superintendent, Pulp Division 


Experience: Commenced employment in the pup 
and paper industry on the paper machine in the 
plant of the Cascade Paper Co. Chow West Ta 
coma Newsprint Cod, ‘Tacoma, Wash Worked 
up to machine tender on the books and bond 
paper 1930 went Everett, Wash, 
the start-up the bleached sulphite mill the 
Puget Sound Pulp and Timber the 
Soundview Pulp Co.) where first ran the pulp 
machine, but later worked through the various 
departments of the pulp mill. In 1938 went to 
Bellingham, where was assistant 
intendent of the sulphite mill. In 1950, moved to 
Nanaimo, C., Canada, where he had received 
an appointment to the position of superintendent 
the new bleached sulphate mill Mac 
Millan Export Co., This organization was 
merged with Bloedel, Stewart Welch 
form MacMillan & Bloedel Ltd. He is at present 
superintendent the Harmac Pulp Division 
the new organization, 


Herman Jorgensen 


Weyerhaeuser Timber Co., Pulp Div., 
Shift Superintendent 


Experience: B.S. degree from University 
Washington and sixteen years with Pulp Division 
of the Weyerhaeuser Timber Co. First started 
as an operator in the mill and later with the 
Research Department through the development 
the magnesium cooking and recovery process. The 
last five years shift superintendent the 
sulfite mill that now using the MgO process 
During these last five years has spent two 
mers relief shift superintendent the 
haeuser Timber Co. 
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The Most Useful Paper 


So, you make only those slice 

adjustments that you can WHILE THE 

MACHINE RUNNING. with Valley 

you can make ALL the necessary adjustments 

“get right” while still making paper. other words, 


you enjoy full, on-the-fly adjustability 


INLET AND 
HEADBOX VALLEY! 
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VALLEY 


Works Company 
APPLETON, WISCONSIN 


1938, 
and 
4 
irted 
‘te 
the 
cess. 
Precision Workmanship does it! 
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Leslie Hartman 


Weyerhaeuser Timber Co., Pulp Division, 
Everett, Wash., Maintenance Superintendent 


Experience: Started work the dry end ma- 
chine in 1927 and worked up through the cus- 
tomary advancements; backtender, machine tender, 
machine room superintendent, night superintendent 
sulphite pulp for eight years. Maintenance 
superintendent for the past seven years. All this 
time has been spent in mills on the Pacific Coast. 


MeCorry 


St. Regis Paper Co., Tacoma 
General Superintendent 


Experience: Twenty-five years production 
bleached and unbleached kraft pulp. Two years 
with Ontonagon Fibre Co., Ontonagon, Mich. 
Eight years with Longview Fibre Co., Longview, 
Wash., and the past fifteen years with St. Regis 
Paper Co., Tacoma, Wash. At present time gen- 
eral superintendent, St. Regis Paper Co., and 
chairman the Pacific Coast Section the 
American Pulp and Paper Mill Superintendents 


Pumphrey 
Westminster Paper Co., New Westminster, 
C., General Superintendent 


Experience: Started the paper industry 1922 
as a third hand with Westminster Paper Co. By 


1925 was running paper machine and 1929 
went to work for Pacific Coast Paper Co., Belling- 
ham, Wash. Returned Westminster 
chine tender 1930. Promoted assistant super- 
intendent 1945 and 1948 was made super- 
intendent of converting operations at Westmin- 
ster. In February of 1951 was advanced to the 
position general superintendent the company. 


Roland Rieman 


Crown Zellerbach Corp., West Linn, Ore., 
Paper Machine Tour Foreman 


Experience: Has been employed the Crown 
Zellerbach Corp. for years, the past eleven 
years tour foreman over eight fourdrinier paper 
machines, manufacturing various grades and 
weights of specialty papers and newsprint. Good 
labor relations record. 


Clarence Taylor 


Westminster Paper Co., Ltd., New Westminster, 
C., Converting Superintendent 


Experience: Employed Westminster Paper Co. 
for thirty years. Was machine tender for 
years, promoted converting department foreman 
in May, 1948, and to converting superintendent 
March, 1950. 


John Varley 


Pabco Products Emeryville, Calif., General 
Superintendent Felt Mill (Dept. Mg.) 


PAPER TRADE 


Experience; Came Pabco January 12, 1929, 
superintendent Felt Department. Employed 
present Pabco, same position. 
pulp mill for United Paper Board 1907 
1908; United Paper Board Co. paper 
1908 until 1909. Joined the Barrett Co., Peoria, 
Ill., 1910, and was mill superintendent, Barrett 
Co., 1917 to 1919, inclusive. Joined Superintend. 
ents Association, April 20, 1937. 


John (Jack) Victor 


St. Regis Paper Co., Tacoma, Wash., 
Paper Mill Superintendent 


Experience: Past thirty years paper With 
Nashua River Paper Co., now St. Regis, nine 
years, boss machine tender; three years boss 
machine tender with Champion International Ps. 
per Co., Lawrence, Mass.; assistant superintendent 
with Howard Smith Paper Mill, Cornwall, 
three years paper mill superintendent, 
Gypsum Co., Oakmont, Pa.; night superintendent, 
one and one-half years St. Regis, Deferiet, 
Y.; assistant superintendent since start 
Tacoma plant till recent promotion paper mill 
superintendent. Past five years with St. Regis 
and expects retire with present 


Walton 


Simpson Logging Co., Shelton, Wash., Plant 
Manager, Woodfiber Plant 


Experience: Rayonier, Inc., 1927-1943, one year 
cook helper, five years acid maker, five years 
sulfite cook, six years shift superintendent; Weyer- 
haeuser Timber Co., Pulp Division, 1943-1947, 
one-half year research, one and one-half years 
chipper foreman, two years shift superintendent; 
Simpson Logging Co., Woodfiber Plant, 1947-1952, 
one year assistant plant superintendent, four years 
plant manager. 


Weiblen 


Columbia River Paper Mills, Vancouver, Wash., 
Superintendent Finishing 


Experience: Past eight years superintendent 
finishing, Columbia River Paper Mills, Vancouver, 
Wash., manufacturer of sulphite grades of pulp 
and paper. Previously with Rayonier, Inc., Grays 
Harbor Division, converting, finishing 
traffic departments. Has B.S.M.E. degree. 
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The Most Useful Paper 


Dependability, Quality, Service—these are the qualifications 


trustworthy candidate. 


COLUMBIA- 
SOUTHERN 


CAUSTIC SODA 


service alkalies and related chemicals. Its production 
Caustic Soda consistently high purity and shipments 
are made promptly you from strategically located plants. 


And these are the qualifications that you look for 
supplier basic chemicals. For over half century, Columbia- 
Southern has maintained dependable history quality and 


Elect Columbia-Southern your dependable supplier 
Caustic Soda. 


CHEMICAL CORPORATION 


SUBSIDIARY PITTSBURGH PLATE GLASS COMPANY 


EXECUTIVE OFFICES: Fifth Avenue 
Bellefield, Pittsburgh 13, Pennsylvania 
DISTRICT OFFICES: Boston, Charlotte, 
Chicago, Cincinnati, Cleveland, 
Dallas, Houston, Minneapolis, New 
Orleans, New York, Philadelphia, 
Pittsburgh, St. Louis, San Francisco 


CAUSTIC SODA 

Solid, and 


Liquid 


shipped 


Soda Ash Liquid Chlorine Sodium 
Bicarbonate Calcium Chloride 
Modified Sodas Pittchlor Caustic 
Potash Chlorinated Benzenes 
Rubber Pigments (Hi-Sil, Silene EF, 
Calcene TM) Muriatic Acid Per- 
chlorethylene 


THE DRUM 


BY TANK CAR 


BARGE Loap 
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Robert Stevens 


Angelus Paper Box Co., Los Angeles, 
Mill Consultant. 


Experience: First position as paper mill super- 
intendent was in 1921; became a mill manager in 
1926. Held, thereafter, various positions as mill 
manager, vice-president and president. Suilt the 
first all new post-World War IL paperboard mill 
for Angelus Paperbox Co. in 1946; managed the 
mill until 1951, then became mill consultant and 
still holds that position while also operating his 
own business as a paper mill consultant to the 
trade with office at 5127 Whittier Blvd., in Los 
Angeles, Calif. 
for Swedish firm building a 


At present engaged as consultant 
new large board mill 
Member of TAPPi and of Superin- 
tendents Assn. for many years. Past Chairman 


in Sweden. 


Paper Makers and Associates Southern 
California. 


Orvel 

Crown Zellerbach Corp., Port Angeles, Wash., 
Sulfite Mill Superintendent. 

Experience: Nine years, technical control depart- 
ment supervisor; three years, ground wood mill 
supervision; three years, assistant manager, Chem- 
ical Warfare Plant, 
years, su'fite plant superintendent. 


Army; twenty-one 
Note: Some 
of these overlap, as total time has been 1925-1952 


or 27 years. 


Talmadge Bullock 


Pulp Mill Tour Foreman, Fibreboard Products, 
inc., San Joaquin Div., Antioch, Calif. 


William Clarke 


Longview Fibre Co., Longview, Wash., Paper 
Mill Superintendent. 
Experience: Employed at Longview Fibre Co. for 
18 years; five years as beater room foreman, eight 
years as assistant superintendent and four years 
as superintendent. 


William Robinson 


Hawaiian Sugar Planters Association Experiment 
Station, Senior Pulp Paper Technologist 


Experience: Container Corp. America, Fernan- 
dina, Fla., 1937-1940; Hollingsworth & Whitney, 
Mobile, Ala., 1940-1941; Florida Pulp & Paper 


PAPER TRADE JOURNAL 


Co., St. Regis Pulp & Paper Co., Santa Rosa 
Pulp Paper Co., Pensacola, Fla., 
chief chemist, assistant technical director; Cia. 
Industrial Atenquique, Atenquique, 
Mexico, 1947-1950. Technical director and pulp 
mill superintendent, Fiberboard Products, Inc, 
Antioch, Calif., 1959-1952. chemist, 
Experiment Station, 1952; senior pulp and 
paper technologist. 


Raymond Janz 


Crown Zellerbach, West Linn., Ore., Assi 
to Coating Superintendent 


Experience: Three years with technical control at 
West Linn and three years assistant Coating 
superintendent. 


Claud Kelley 


Crown Zellerbach Corp., Port Angeles, Wash., 
Superintendent. 


Experience: Started work with the Brown Co, at 
Berlin, N. H. Came to West Coast in March, 
1917, with Pacific Mills, Ltd. Was transferred 
to Powell River Paper Co. in January, 1923, and 
to West Lynn in 1926, 
Mills in 1927; transferred to Port Angeles in 
1948. 


Returned to Pacific 


Lloyd Heard 


Tech. Engr., Longview Fibre Co., 
Longview, Wash. 


4 


Superintendents Section—97 


The Most Useful Paper 


ita Rosa 
41-1947, 
Jalisco, 
ind Pulp 
and 


sistant 


= i 
Coating 


WORRIED ABOUT WASTE DISPOSAL 
Bailey Meters Help you Reduce Pollution 


es in 


The disposal industrial wastes feed, and flow air, may co-ordinated 


stream pollution calls for careful planning 


and continuous vigilance. 


That’s where Bailey Meters and Controls 
come in. measure the flow and 
sewage, sludge, and industrial wastes flowing 
open channels pipe lines. These and 


other factors, such levels, rates chemical 


into completely system for the 


treatment and disposal waste materials. 


When you want fast, complete and authorita- 
tive answers the measurement and control 
aspects your waste disposal problems, reach 
for your phone and call your local Bailey Engi- 


neer. Offices all principal industrial centers. 


P.24 


BAILEY 
OPEN CHANNEL METERS 


These indicating, recording and in- 
tegrating meters are suitable for 
measuring industrial wastes, sewage, 
sludge, corrosive liquids, and irriga- 
tion water flowing all types 
open channel primary metering de- 


vices, such Venturi flumes, weirs, 
nozzle flumes. Electric 1056 IVANHOE ROAD 
matic telemetering permits location CLEVELAND 
flows and chemical feeds may RAT 


4 
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SHOWER PIPES 


THE PRINCIPLE! 
THE CONSTRUCTION! 


the right operating principle with good materials and the right 
construction methods. Incorporate the knowledge and experience gained 

over years supplying shower pipes the paper industry. This 
the simple formula that has made CHIEF SANDUSKY SHOWER PIPES 
the outstanding choice paper mill superintendents. 


PERFECT SHOWER FORMATION WITH THE MOVEABLE 


LIP: instead going directly from pipe wire felts, water first strikes 
lip, patented Chief Sandusky feature. The lip spreads the water from each 
hole into fan-shaped, fast-moving sheet. The individual, overlapping sheets 
combine form knife-edged curtain water that has vigorous, highly 
effective cleansing action. the perfect shower formation. the 
lip moveable provide new striking surfaces for the jets water after 
ultimate wear—another exclusive Sandusky feature. 


NON-CLOGGING, EASY CLEAN: Chief Sandusky 
Shower has been especially designed prevent clogging and when 
occasional cleaning needed, easily accomplished—just turn the handle 

the end the pipe and push-pull the attached rod. Sliding bronze 
cleaners quickly remove all accumulated waste. The handle then locks 
safely place shown the illustration the left. 


PROFIT FROM THEIR EXPERIENCE: that 
Chief Sandusky Showers have saved many ways. they have 
eliminated the need for costly water supply systems, for new pumping 

facilities, extra filters. Other users are successfully applying Chief 
Sandusky Showers Everdur construction white water installations 
reasonable fibre consistency. And they all save because Chief Sandusky 
Showers last longer, need less maintenance. 


SEND FOR MORE INFORMATION: much 

tion the merits and applications Chief Sandusky Showers. WRITE 
FOR OUR SPECIFICATION BULLETIN NO. 136 WHICH GIVES COMPLETE 
ORDERING AND TECHNICAL DATA. YOUR INQUIRY WILL RECEIVE 
IMMEDIATE ATTENTION. 


DUSKY 


CHOICE 
SLIDING 
CLEANER 
LOCKING 
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DIVISIONAL OFFICERS 


Chairman 
Elmer Mitchell 


Glassine Paper Co. 
Manayunk, Philadelphia, Pa. 


Ist Vice-Chairman 2nd Vice-Chairman 
George Suydam Andrew Luettgen 


Riegel Paper Corp. Glatfelter Co. 
Riegelsville, Spring Grove, Pa. 


Secretary-Treasurer 


Joseph Paciello 


1616 Walnut St. 
Philadelphia, Pa. 
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3rd Vice-Chairman 


Kingston 
Hammermill Paper Co. 
Erie, Pa. 
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Section 


Connor 


W. C. Hamilton & Sons, Miquon, Pa., 
Technical Director. 


Technical Control, Racquette River 
Sales, 
Bleaching Gas Co.; technical director, general 


Experience: 


Paper Co.; Sales Service and Electro 


superintendent, general manager, vice-president 
and manager, Glassine Paper Co.; vice-president 
and director, Valley Forge Laboratories; Direc- 
tor of research and development, Ohio Boxboard 


Co.; Past Chairman, Delaware Valley Section 


of TAPPI; Past Chairman, Pennsylvania, New 
Delaware 


Jersey, Division Superintendents 


Assn. 


Crysler 
Container Corp. of America, Manayunk, 
Philadelphia, Pa., Scneral Manager. 
Superintendent Wabash Mill, Con- 
tainer Corp. of America, 1937-1944; manager, 
Philadelphia Mill, Container Corp. of America, 
1945-1946; yeneral manager, Philadelphia Mill, 
Container Corp. of America, 1947—to date. 


Experience: 


Ira Figgs 
A. P. W. Paper Co., Albany, N. Y., Supervisor 
Charge Pulp Preparation. 
Experience: Started Scott Paper Co. third- 
hand 1927. Worked machine-tender— 
left there in 1942. Went to*Reigel Paper Co. 
machine-tender and left there 1944, Took 


position as assistant superitendent in Sitroux 
Paper Co. until 1946. After leaving there, be- 
came general superintendent of A. L. Adams 
Paper Co, until 1949. Then became superinten- 
dent of No. 2 mill in Marcalus Manufacturing 
Co. From there, joined the White-Washburn or- 
ganization as manager of River Valley Mill and 
was transferred to A.P.W. in charge of pulp 
preparation which is position he now holds. 


Harrison Beardsley 


New York and Pennsylvania Inc., Johnson- 
burg, Pa., Superintendent, Paper Department. 


Experience: Started with this company after 
leaving the University and session 
school teaching. Worked in chemical laboratory 
for two years and was transferred mill oper- 
Worked as inspector amd foreman in 
various departments such as super calenders, pa- 
Acted as 
assistant paper mill superintendent 
promoted to paper mill superintendent in May, 
1942. Department consists beater room, eight 
Fourdrinier machines, seven super calenders, fin- 
ishing room and allied equipment. Now in 30th 


ations. 


per machines, finishing and shipping. 


year with this company. 


Howard Street 
National Fibre Co., Yorklyn, Del., 

Assistant Manager—Charge Paper Production. 
Experience: Mr. Street just concluding twenty 
years of service with the above company and 
probably best back little further 
than that to trace comprehensively his business 
experience. received engineering educa- 
tion and emerged with the desire pursue sales 
work. After five years in this field with an- 
other company, he came to his present employer 
develop merchandising channels market 
new product they were preparing to manufac- 
ture. At the conclusion of this assignment an 
opportunity became available for him receive 
traiming in the various processes of manufacture 
produce their products. Subsequently 
ceived responsibility in supervision and through 
the years was transferred various departments 
both paper manufacture and vulcanizing op- 
erations. 1947 became superintendent 
the Yorklyn Paper Mill recently has been 
given charge all paper mill operations as- 
sistant manager—charge paper production. 


John 
Flintkote Co., Meridian, Miss., Development 

and Research Chemist. 
Experience: Education—undergraduate study 
Millsap’s College, Jackson, Miss. Graduate study 
Louisiana State University. Past experience 
—Five years teaching science courses Missis- 
sippi public schools. Eleven years technical work 
with The Flintkote Co. 
leader, Research and Development Department, 
in charge of work on insulating board. Head 
of Meridian Research Laboratory, a branch of 
the general research organization of The Flim- 


kote Co. 


Present position—group 


Cletus Coffman 
Chesapeake Paperboard Co., Baltimore, Md., 
General Superintendent. 
Experience: After finishing school, his first job 
industry was with the Ohio Boxboard 
Rittman, Ohio, 1924. Remained their em- 
ploy for period twenty-five years, during 
which time worked most every job the mill 
division from hauling broke, the position 
assistant mill superintendent. 1949, severed 
his employment with the Ohio Boxboard Co. and 
accepted position general superintendent 
the Chesapeake Paperboard Co. in Baltimore, 
where now employed. During this period 
time has seen the methods and used 
the paper board industry, change from slow 
and inefficient operation very skilled and 

scientific industry. 


John Alford 


Continental Paper Co., Ridgefield Park, 
Vice-President Charge Manufacturing. 


Experience: Graduate of Yale University School 
Engineering. the Air Corps from 
1943 to 1946—rank, 1st Lt., Pilot. Started at 
Continental Paper Company 1946 and became 
manufacturing manager in 1951. 
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Stands Out 


Paper men all agree that you tell much about rubber- 
covered roll from its appearance and most them also agree 
that where records are kept STONITE stands out. The amazing 
combination fine surface finish with its ability press and 


release the sheet without sticking picking, just one the 


features contributing this outstanding performance. 
Your Stowe-Woodward Sales Engineer can tell you about other 
Stonite features which are equally important. rubber roll 
and specialist. Ask him where STONITE fits your plant. 
ent at 
imore, 
period 
; used 
a slow 
and 
from 
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land, Del., plant, Poeskin Products, Ine. tor 
the past 17 years, the last seven years as plant 
manager. 


Bartgis Bros. Co., lichester, Clifton Paper Board, Clifton, 
Board Mill Manager. aster Mechanic. 
Experience: Started work the New Haven Experience: Formerly with Schweitzer 
Pulp and Board plant April 21, Homer Ray Elizabeth, and also with Gypsum Co, 
ously worked for Westinghouse. Came Bartgis National Paper Corp. Pa., Ransom, Pa., making building papers and felt Clark. 
Bros. in 1945. Engineering one and a half years. Superintendent. 
Special courses drafting, civil service, paper- Experience: One and one-half years the sul- 
making and mathematics. Bartgis Bros. and New fite mill of the Brown Co. at the Cascade Mill Expe 
Haven Pulp Board Co. are under same top Berlin, and one-half years lin, 
management experience with the Scott Paper Co., Chester, Mills, 
Pa. Four and one-half years experience Hami 
nical director National 
Paper Corp. of Pa., Ransom, Pa. 


Richard Price 


Hammermill Paper Co., Frie, Pa., 
Vice-President and Genera! Superintendent. 


Experience: Employed by Hammermill in 1926 


Desiderio Brothers, Whippany, J., 
Experience: Was in making test liner, folding Harold A. Smith \ 
grades and other set up box board. Has been The Hamersley Mfg. Co., Garfield, N. J., : ie Expe 
employed by the Container Corp., Manayunk, General Superintendent and Vice-President. \ B dent 
Philadelphia, Products Co., Gar- Experience: with five 
wood, J.; and National Gypsum Co., Gar- and Chemical Paper Mfg. Co., Holyoke, Mass., year 
work 
pipe 
j of 


Lawrence Agnew 


Paper Corp., Milford, 
Superintendent Finishing Dept. 


Experience: General foreman of stock preparation 
from 1946 until finishing 
perintendent from July, 1950, until September, 
1951, Became superintendent finishing depart 
ment in September, 1951. Has been with Riege! 
for 19 years. 


Walter 


Doeskin Products, Rockland, Del., Bidwell Jr. 
Plant Manager. Kingston Riegel Paper Corp., Riegelsville, 
Experience: Started working Scott Paper Co., Hammermill Paper Co., Erie, Pa., Mill 
Chester, Pa., years age third hard, Paper Mill Experience: Started the paper industry 
and was employed there for twelve years. Em- Experience: Two years in Laboratory; two years laboratory worker in the Warren Glen Mill of 
ployed International Paper Co. for five years Sulphite Mill; years paper mill making Riegel Paper Corp. 1929. Transferred 
their mills Glen Falls, Y., Rumford, sulphite bond, ledger, writing, cover, mimeograph the Hughesville Mill Riegel Paper Corp. 


Maine, and Hull, Canada. Employed Rock- and technical papers. assistant superintendent 1936. Became 
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the same mill 1941 and still holds 
ihe same position. Became chairman of the Penn 
wlvania, New Jersey, and Delaware Division of 
she Superintendents Association in 1949. 


veitzer, 
um Co, 
Tourangeau 
Hamilton Sons, Miquon, Pa., 
General Superintendent. 
Experience: Twenty years with Brown Co., Ber- 
lin, N. H.; seven years with Wausau Paper 
Mills, Brokaw, Wis.; has been with W. C. 
Hamilton & Sons, Miquon, Pa. since 1948. 
nt. 
1926. 


Theodore Walters 
Riegel Paper Corp., Milford, J., 
Superintendent Maintenance. 
\ Experience: Age 52. Eighteen years superinten 
Hdent of maintenance for Riegel Paper Corp.; 
five years with Sanitary Product Corp.; three 
years as master mechanic and two years as su 
perintendent mill. Spent earlier part life 
working on paper machine for Riegel Paper Corp. 
Later learned machinist trade, welding trade, 
pipe fitting and plumbing trade 
of plants and bridges. 


ration 
mber, 
ppart 

tegel Paper Corp., Milford, N. J., Mill 

Directors 
uper- 


Experience: Graduated from Cornell University 


1929. Apprentice with Alliance Paper Mills, Ltd., 
Merritton, Ont., until joining Riegel 1931. 
chine operation and stock preparation until 1935, 
became assistant superintendent; 1942 to 1948, 
superintendent; 1948, mill manager and member 
Board Directors, 


4 
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Andrew Bixler 


Riegel Paper Corp., Riegelsville, J., Plant 
Superintendent, Warren Mill 


Experience: B.S. in chemical engineering, Penn- 
sylvania State College; M.S., Institute of Paper 
Chemistry; Ph.D., Institute of Paper Chemistry; 
Container Corp. America, chemist; Marathon 
Corp, at Menasha Products and Rothschild Divi- 
sion, chemical engineer; Riegel Paper Corp. as: 
development engineer, chief of development de- 
partment, assistant superintendent, Milford Mill, 
quality control director, Milford Mill, and super- 
intendent, Warren Mill. 


Brookover 


Crown Paper Board Co., Philadelphia, Pa., 
General Superintendent and Purchasing Agent 


Experience: Born in 1900, Middletown, Ohio. 
Started to work in 1916 during summer vacations 
at the Frank P, Miller Paper Co., Downingtown, 
Pa., under his father, the late A. J. Brookover. 
After finishing school in 1923 returned to work 
under his father, who was then general manager, 
vice-president and director of the Downingtown 
Paper Co. Worked in all departments of the mill 
and office. Assisted in construction of three com- 
plete mills. Became secretary, director and charge 
of sales in 1929. Resigned in 1938 with his 
father over questions of company policies. Started 
in 1939 as superintendent of Albia Box & Paper 
Co., Troy, N. Y. Resigned as secretary in 1940, 
to go to Chesapeake Paper Board Co., Baltimore, 
Md., in charge of cost and production. Returned 
to Albia Box & Paper Co. in 1943 as treasurer; 
resigned in 1944 and started at the Crown Paper 
Board Co., Inc., Philadelphia, Pa. 


Burns 


P. H. Glatfelter Co., Spring Grove, Pa., 
Night Superintendent 


Experience: Joined Glatfelter Co. No- 
vember, 1939, connected with the Engineering De- 
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partment until May, 1940, came over to the Manu 
facturing Department, 1946, 


Bicknell Lockhart, Jr. 


Riegel Paper Corporation, Riegelsville, 
Assistant the Vice-President Charge 
Production 


Experience: Mr, Lockhart’s academic background 
includes a B.S. from Yale University, M.B.A. 
from Northwestern, and a year of post graduate 
work in Aerological Engineering in the U. S. 
Naval Academy, Annapolis, Md. During the war 
he served as a Lieutenant in the Navy in com- 
mand of a mine sweeper. After the war he 
worked for MacDonald Brothers, Inc., as a con- 
sulting management engineer until that 
time he came with Riegel Paper as assistant to 
the Milford Mill manager. In May, 1949, he set 
up a Purchasing Department at the New Jersey 
Mills. While he still retains the title of purchas- 
ing agent he also became the assistant to the vice 
president in charge of production in April, 1950. 
In this capacity he is concerned primarily with 
the production of the Warren, Hughesville and 
Riegelsville Mills. He is also superintendent of 
Riegel Farms, secretary-treasurer of Riegel Com- 
munity Foundation, Inc., a director of the Ridge 
Water Co., Inc., a trustee of the Reformed 
Church of Riegelsville, chairman of Civil Defense, 
and trustee and secretary-treasurer of the Riegels- 
ville Union Cemetery, Inc. 


Ward Harrison 


Paper Corp., Vice-President Charge 
Production; Riegel Carolina Corp., Vice-Presi- 


dent; Corp., Vice-President 


Experience: Mr. Harrison has received B.S. 
Chemical Engineering from Iowa State, and M.S. 
and Ph.D. degrees from the Institute of Paper 
Chemistry. During his summer vacations he 
worked for Crown Zellerbach Corp., 
Wash., and for the Northwest Paper Co. 

From 1936 1941 worked for Riegel Paper 
Corp., Milford, then went the 
Ecusta Paper Corp., where became assistant 
general manager. In 1948 he returned to Riegel 
Paper Corp. and became the vice-president in 
charge of production and a member of the Board 
of Directors. When Riegel Carolina and Riegel 
Woodlands Corps. were formed they were added 
to his responsibilities. 


4 
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Mr. Harrison is a Registered Engineer in the Experience: Graduated from Williams College in 
State North Carolina, member the 1927 and came with Riegel same After 
tive Committee TAPPI, and the Chairman serving training periods Purehas 
the Pulp Purification Committee of TAPP. ing and Converting Departments, was assigned to 
Milferd Mill Finishing Department in 1933.  Re- 
mained Finishing Department until 1951, being 
superintendent from 1946 to 1951. Member Oper- 
ations Committee of Riegel Community Founda- 
tion since its founding in 1938. Secretary, Board 
Trustees, Milford Presbyterian 
Master Spring Mills Grange 


chief, Milford Fire Department. 


Walter Herrick, Sr. 


Riegel Paper Milford, J., Mill, Assis- 
tant to Milford Mill Manager., Manager Con- 
verting, Coating and Finishing Departments 
Experience: Former experience in machine tool 
manufacture, ten years converting superintendent 
in New England and Mid-Western mills, past 
twenty years with Riegel Paper Corp. 


tion, customer service and converting equipment 


Lowe, Jr. 


Lowe Paper Co., Ridgefield, J., 


design. 
Superintendent 


Experience: Five years at Lowe Paper Co. 


Earl Creveling 


Riegel Paper Corp., Milford, J., 
Machine Manager 


Andrew 


P. H. Glatfelter Co., Spring Grove, Pa., 
Mill Superintendent 


Experience: Mr. Creveling has been with Riegel 
for 32 years. Starting as a backtender, he worked 
as a machine tender and then for ten years as a 
hoss machine tender. He was then a tour super- 
intendent for two years. He is now a machine 
manager and has been for the past three years. 
this capacity responsible for No. No. 
and No. 14 paper machines in the Milford Mill. 


Experience: Previous joining the 
felter Co., Mr. Luettgen was connected with the 
International Paper Co. 


Andrew Miller 


Co., Spring Grove, Pa., 
Paper Mill Superintendent 


Experience: Started with the P. H. Glatfelter 
Co. in 1926, worked up through the ranks to his 
present position, 


John deMille 


Riegel Paper Corp., Milford, N. J., 
Production Planning Manager 
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Arthur 


Riegel Paper Corp., Milford, N. J., Coating 
Division Superintendent 


Experience: Osborn started the paper 
dustry in 1913 with the Quaker City Paper (o 
finally becoming head the Shipping 
From 1918 to 1928 he was with the Endura Manu 
facturing Co. as assistant to the superintendent jy 
the saturating and artificial leather coating oj 
paper. In 1928 he came with Riegel as the fore 
man in the newly formed Coating Division « 
Milford, J., for applying quick drying lacquer 
coatings to paper. For the past seven years b 
has been superintendent of the Division. 


Lawrence Owen 


Glatfelter Co., Spring Grove, 
Assistant Mill Superintendent 


Experience: Started career in southern mills mak 
ing Kraft and specialties. Helped start num 
ber mills the South and the West Coast, 
including the cigarette paper manufacture the 
South before coming East. 
of Champion International Paper Co., Lawrence, 
Mass., before joining the Glatfelter organizatior 


in 1950, 


Jerry Elson 


International Paper Co., Southern Kraft 
Division, General Superintendent 


Experience: 1903, Paper Co., Marinette, 
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Paper 
lepartment 
ura Mar 
One sure way boost your profit margin white 
$s the tore 
papers use more hardwoods. Sutherlands 
1g lacquer 
help you this without sacrificing quality, and 

with minimum changes your mill operation. 

Because Sutherlands refine pulp uniformly and 

maintain fiber length, folding characteristics are 

much improved all grades white paper. 

What’s more, Sutherland precision assures you 
the same superior results, day after day. 
4 

mak 
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Manufactured 


SUTHERLAND 


Engineered, Serviced 
SUTHERLAND REFINER CORPORATION 


TRENTON 
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THE COMPLETE PIPING JOB 


Piping for high-temperature, high-pressure 
Stations not all big, massive mains. Blow- 
down lines even air lines carrying only 
about 100 psi are all parts chain—the 
which must forged with equal 
skill. 

Every engineer knows his biggest head- 
aches are caused troubles. 
why, E., “little things” get great 
attention. 

test the molecular structure 
weldments with the eagle eye 
gamma rays search for flaws 
with ultra-sonic sound control 
annealing temperatures electronic- 
ally—finally, install every part 
piping system, matter how 
small, with the same degree 
precision, 

The end result greater safety, 
higher efficiency, and longer serv- 
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raking screens 4th hand; 1904, Nekoosa- 
Edwards, Nekoosa, Wis., 3rd kand; 1906, Brokaw 
Brokaw, Wis., backtender; 1908, 
Rhinelander Co., Rhinelander, Wis., 3rd 
hand, 1915, Flambeau Paper Co., Park 
Falls, Wis., machine tender; 1918, Pa- 
per Co., Marinette, Wis., machine tender; 1924, 
Rex Paper Co., Kalamazoo, Mich., machine 
tender; 1926, International Paper Co., Marinette, 
Wis., tower boss—night; 1928, International Paper 
Rumford, Me., superintendent; 1931, Inter- 
national Paper Co., Marinette, Wis.; and 1936, 
International Paper Co., York Haven, Pa., general 


superintendent. 


gare 


Glen Renegar 
; Container Corp. of America, Philadelphia, Pa., 
Mill Manager 

Experience: Began career in 1926 at Carthage, 
j Ind., working during summer months at Dixon 
4 Board Mills, Inc. March, 1931—Container Corp. 
{ of America, Manayunk, Philadelphia, Pa., worked 
’ as cutter boy, finisher, backtender, beater engi 
neer, tour boss and mill chemist; May 16, 1940 
i chief chemist; March 16, 1942—technical super 


intendent; February 1, i943—assistant superin 
tendent Upper Mill; February 1, .1944—assistant 
plant superintendent; March 1, 1945—superin- 
tendent Lower Mill; June 16, 1948—-plant super- 


Benjamin Foose, Sr. intendent; January 1952—mill 
Riegel Paper Corp., Riegelsville, J., Finishing structor four years St. Joseph’s College Night 
Superintendent, Upper Mills School Paper Making. Served two years 


chairman of the Penna., N. J., & Del. Division 
of the Superintendents Association and also a 
member TAPPI. 


Experience: Mr. Foose started working for Riegel 
in 1917. Starting as a rag sorter he worked in 
various jobs in Hughesville and Warren Mills 
including paper tester and boss finisher. In 1945 
he became finishing superintendent of the Warren 
Mill. 1948 the finishing operations the 
Hughesville and Riegelsville Mills were added to 
his responsibilities and he received his present 


title, 


ure 


- 4 


Charles Rohrbaugh 


Glatfelter Co., Spring Grove, Pa., 
Beater Room 


Experience: Started with the P. H. Glatfelter Co. 
in 1929 and worked up through the ranks to 


present position, 


John Rich 


ure Manager 
eye Experience: Mr. Rich was graduated from the 
course Pulp and Paper Manufacturing Syra- 
rol cuse University, Syracuse, N. Y. From 1933- 
A 1934 he was control chemist for Brownville Board 
Co, From 1934-1935 was mechanical super- 
intendent Foster Paper Co., Inc. From 1935- 
1945 was with Newton Falls Paper Co., Inc., 
technical director and assistant plant manager. 
hen Mr. Rich left the paper industry for the 
plastics industry. From 1945-1950 he was with 
Plastic Film Corp. production manager, works 
manager and vice-president charge production, 
on. manufacturing cast vinyl film, coated papers 


and barrier materials, 1950, Mr. Rich joined 
Paper Corp., Milford, J., assistant 
the vice-president charge production, being 
assigned to the Coating and Converting operations. 
October, 1951, was made assistant the 
mill manager Milford, where charge 
paper manufacturing. 


Allan Schenck 


Riegel Paper Corp., Technical Superintendent— 
iegelsville and Hughesville, N. J., Mills 


Superintendents 


Experience: B.S., Montana State College; Ph.D., 
Institute of Paper Chemistry; chief chemist, 
APW Paper Co., two years; research associate, 
Polytechnic Institute Brooklyn, two years; re- 
search chemist, Riegel Paper Corp., three years; 
head, development group, Riegel Paper Corp., two 
years; present position, one year. 


George Suydam 
Paper Corp., Superintendent— 
Riegelsville, J., Mill 
Experience: Graduate of Lafayette College, E.E., 
1931. Member Theta XI Frat. Twelve years in 
Technical Dept. of Riegel Paper Corp.; mill super 
intendent six years; Ist vice-chairman American 
Pulp and Paper Mill Superintendents Assn., 
Penna., N. J., Del. Division. 


Samuel Watson 
Riegel Paper Corp., Milford, N. J., 
Superintendent of Converting Division 
Experience: Mr. Watson started working as Riege, 
in 1915 after graduating from Churchman’s Busi 
ness College. He worked in cost accounting until! 
1927. At that time he became superintendent ot 
the Converting Division. In this capacity he su- 
pervises the production of printed papers, and 


laminated and waxed papers. 


George Quigley 
Girard Paper Mill, Inc., Girard, Pa., 
Manager 


pu, 


ad- 
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Experience: Has been paper mill ever since 
Started his first job in 
paper mill at White Pigeon, Mich., as cutter boy. 
His father was a 
George has held key 
positions in Eddy Paper Co., Three Rivers, Mich.; 
Gardner Carton & Board, Lockland, Ohio; twenty 
years there and River Raisin, Monroe, Mich. His 


was 16 years of age. 


At present is 56 years of age. 
paper maker all his life. 


experience covers the fourdrinier and board ma- 
chine. Ran machine at Fox Paper Co., Lockland, 
when twenty years of age, a Yankee machine. He 


considers himself a born paper maker. 


Raymond Stearns 


Empire Box Corp., Stroudsburg, Pa., Executive 
Vice-President and Plant Monager 


Experience: General superintendent, Container 
Corp. America, Philadelphia 
president in charge of production, United Paper- 
board Co., Inc.; vice-president and plant mana- 
ger, Empire Box Corp.; mill manager, National 
Folding Box Co., Inc., New Haven, Conn.; 
executive vice-president and plant manager, Em- 
pire Box Corp., Stroudsburg, Pa. Thirty years’ 
experience. 


Joseph Stepberger 


John Boyle Co., Jersey City, J., 
Plant Superintendent 


Experience: Went work for the Philadelphia 
Paper Board Manufacturing Co., now the Con- 
tainer Corp. of America, in Manayunk, Phila- 
delphia, Pa. Was with these two concerns for 
years. With the Continental Paper Co., Ridge- 
field Park, N. J., for two years; with the Ravens- 
wood Paper Co., Long Island City, for seven 
years, and now has beer with the John Boyle 
Co. for twelve years. 


Philip 
Lowe Paper Co., Ridgefield, J., Chemist. 


Experience: Chemist for maker fine writing 
and printing papers; chemist for a high grade 
folding boxboard mill; chemical engineer for a 
Duties: Technical sales 
problems, supervision of pilot’ plant operations, 


paper chemicals firm, 


application of new chemicals for the paper indus- 
try, evaluation of raw materials, process develop- 
ment, supervision of testing, deinking, bleaching, 
water clarification and slime control. 


James Traill 


W. C. Hamilton & Sons, Miquon, Pa., 
Night Superiniendent 


Experience: Started in Hamilton’s as 3rd hand in 
Went Lindsay Mill 69th and Mar- 
ket streets in Philadelphia as backtender on water- 
leaf in 1920. Went to Richmond, Va., in 1922 
help start their No. machine mill 
the Standard Paper Co. Back Hamilton 
Paper Co. in 1923; ran machine, and in 1926 
went to Lambertville, N. J., to work on grease- 
proof. Went back to Hamilton’s latter part of 
1926, ran machine till 1932. Became tour boss 
and started up No. 5, No. 6, and No, 7 machines 
for that company. Became night superintendent 
in 1949. Was chairman of the Penna., N. J., 
Delaware Division of the Superintendents Assoc. 


in 1948. He is married and has two children, 


Chester Rice MacDonald 


Flintkote Co., 30 Rockefeller Plaza, New York, 
Y., Sales Engineer. 


Experience: University Michigan; Veteran, 
World War I; Chemist, Gardner Harvey Co., 
Middletown, Ohio; Flintkote Co., New York, 
sales-engineer; Consolidated Paper Co., Monroe. 
Mich., Chemist; Manager, River Rouge Mill: 
Flintkote Co., New York, Sales Engineer. 


Edward Manogue 


Gibraltar Corrugated Paper Co., 8101 
Ave., North Bergen, N. J. 
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Albert Hendricks 
Hopper Paper Co., Reading, Pa., Supt. 


Experience: North American 
Pulp & Paper Co., Cheboygan, Mich.; 1949.42— 
Chemist, Central Paper Co., Muskegon, Mich.: 
1942-45——-Service, Air Corps; 1945 Supt., Hop. 
per Paper Co., Reading, Pa. 


Thomas Jr. 
Paper Corp., Riegelsville, J., 
Assistant Superintendent, Warren Mill 

Experience: Mr. Wolfinger has been assistant su- 
perintendent the Warren Mill for the past 
years. Prior this held the following posi- 
tions: two years assistant superintendent 
the Hughesville Mill, eight years as chemist at 
the Hughesville Mill, and two years as a labora- 
tory assistant at the Riegelsville Mill. 


Clinton Law 


S. Austin Bicking Paper Mfg. Co., Downingtown, 
Pa., Superintendent. 


Experience: Two years with Container Corp. 
Came with Austin Bicking Paper Mfg. Co. 
1933. Worked his way from bottom 


of general superintendent, 


Elmer 


Glassine Paper Co., McDowell Subsidiary 
Westfield River Paper Co., Philadelphia, Pa., 
Superintendent. 

Experience: Twenty-two years of manufacturing 
all grades glassine and greaseproof 
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from each and every 


OLIVER UNITED 
Pulp and Paper Engineer 


all members the 
American Pulp and Paper Mill Superintendent’s Association 


OLIVER UNITED FILTERS INC., NEW YORK, CHICAGO, OAKLAND 


posi- 
lent at 
nist at 
labora- 


(*Representatives who will the Convention Detroit) 


Walker, Ward Pitkin, 
Vice President and Assistant General 
General Sales Manager Sales Manager 
own, q 
Corp. 
‘o. in 
sition ; 


Charles Fuhrmeister, Jr., *Glen G, Reed, Harold A. Morrison, 
Manager Eastern Sales Manager Central Sales Consultant 


Eastern Division Engineering Dept. 


j 
Eastern Division Eastern Division Southern Representative Central Division Eastern Division Central Division 
rims 
rs. 


q 
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Since 1853, Bagley Sewall helped paper mills produce quality- 


controlled paper record-breaking daily tonnage, with precision-built 
paper machines, pulp and papermaking specialty machinery. 


thought impossible, Bagley Sewall designed and built 


the the widest and fastest running paper machines the world. 


Mill results spoke for themselves; the faster 


per the paper was made, the lower the production cost. 
Today, Bagley Sewall designs still lead successfully 


wide and fast-running paper machines with plus factors being 
the most modern designed—the most completely 


automatic-controlled paper the world. 


1853 


Let Bagley long and successful experience designing 
and building papermaking machines help with your mill problems 
new mill requirements. Our business helping yours. 


Foreign Representative 


Castle and Overton, Inc. 
630 Fifth Ave., New York 20, N.Y. 


Finland Representative 


Aktiebolaget Ekstroms 
Helsingfors, Finland 
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DIVISIONAL OFFICERS 


Chairman 


Cecil Curry 
National Container Corp. Virginia 
Big Island, Va. 


Ist Vice-Chairman 2nd Vice-Chairman 3rd Vice-Chairman 
Vinson Shannon Clyde Jones Barnes 
Mead Corp. Ecusta Paper Corp. Champion Paper Fibre Co. 
Lynchburg, Va. Pisgah Forest, Canton, 
Secretary-Treasurer 


Robert White 
Sohoco Products Co. 
Hartsville, 


Section 
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Raymond Bennett 


Ecusta Paper Corp., Pisgah Forest, C., 
Manufacturing Cellophane 
ivision. 


Experience: 1928-1936, assistant chief engineer, 
Crystal Tissue Co., Middletown, Ohio; 1936-1939, 
plant engineer, Fox Paper Co., Locklamd, Ohio; 
1939-1949, general superintendent, Ecusta Paper 
Corp., Paper Div., Pisgah Forest, C.; 1949- 
present, present Past President, Ameri- 
can Pulp & Paper Mill Superintendents Assn. 
1947-1948. 


Sidney Brown, Jr. 


National Container Corp. Va., 
Paper Mill Supt. 


Experience: Started in the paper imdustry with 
Cherry River Paper Co., Richwood, W. Va.; 
went from Richwood to Southern Kraft, Panama 
City, Fla.; from Panama City te Union Bag at 
Savannah. Joined National Container Corp. 
1938 at the mill in Jacksonville, Fla. Served 
three years in World War Il-——overseas duty, 
England, France, Belgium and Germany. Re- 
turned to National Container in Jacksonville in 
1945 and went to Big Island, Va. as paper mill 
superintendent in 1947 where he is still located. 


Carlie Crain 


Southern Kraft Div., International Paper Co., 
Mobile, Ala., Assistant Manager Production. 


Experience: Carlie Crain began his long 


career the Pulp and Paper Industry when 
started work the Louisiana Fiberboard 
Co., Bogalusa, La. in 1916. His experience has 
been varied, having worked all departments 
of the pulp mill serving as helper and operator, 
and as pulp mill superintendent. Mr. Crain has 
worked the following plants: Louisiana Fiber- 
board Co., Bogalusa, La.; Bogalusa Paper Co., 
Bogalusa, La.; Southerm Paper Co., Moss Point, 
Miss.; *Bastrop Pulp and Paper Co., Bastrop, 
La.; Pulp and Paper Co., Bastrop, 
La.; and also the Camden, Ark., mill; the Mo- 
bile, Ala., mill; the Panama City, Fla., mill; 
the Georgetown, S. C., mill; and the Springhill, 
La., mill of Southern Kraft Div., International 
Paper Co. While serving pulp mill superin- 
tendent, assisted starting and 
the Bastrop Pulp and Paper Co., as well as the 
Camden, Mobile and Panama City mills South- 
ern Kraft Division of International Paper Co. 
While serving as general superintendent, he as- 
sisted in starting up and operating the George- 
town and Springhill mills of Southern Kraft 
Mr. Crain was promoted co-ordinator 
of pulp mills of Southern Kraft Division in 
1941, and served in that capacity until February, 
1950, which time was promoted as- 
sistant manager which position 
now holds. Mr. Crain maintains his headquarters 
the Divisional Office Southern Kraft Di- 
vision, of International Paper Co., Mobile, Ala. 
(*These plants were later acquired by Inter- 
national Paper Co.) 


Cecil Curry 


National Container Corp. of Va., Big Island, Ya., 
Pulp Mill Superintendent. 


Experience: Curry was born Lanesville, 
W. Va., October 27, 1909 and attended grade 
school Elkins, Va. parents then 
moved to Sylva, N. C., where he completed high 
school. He started his paper making career as 
extra broke hustler for the Sylva Paper Board 
Div. of Mead Corp. while still attending high 
school. In 1929 he took part in starting up the 
John H. Heald Div. of Mead. His first duties 
were in the machine room from which he was 
transferred the pulp mill where worked 
intendent. During his eleven years with this 
company attended night school 
YMCA and completed course Industrial En- 
gineering. In 1940 he accepted a position with 
Union Bag & Paper Corp., Savannah, Ga., where 
he worked on high speed paper machines. He 
went the new pulp mill St. Marys Kraft 
Corp., St. Marys, Ga. when started up. 
joined Bedford Pulp & Paper Co. in September, 
1941 as chemist and a year later was given ad- 
ditional responsibilities the semi-chemical pulp- 
ing process. 1945 was promoted pulp 
mill superintendent for National Container Corp. 
Va. which the meantime had purchased 
Bedford Pulp Paper Co. October the 
same year, the new continuous pulping process 
known as the Asplund Detibrator Chemi-Pulper 
was started in operation. Mr. Curry was elected 
chairman the Southeastern Div. the Ameri- 
can Pulp amd Paper Mill Superintendents Assn. 
at its fall meeting last October. He has been an 
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officer this association for the past three years 

os 
serving secretary-treasurer, second vice-chair. 
man and first 


Helder 

Champion Paper and Fibre Co., Canton Division, 
Canton, N. C., Division Manager. 
Experience: Graduated Chemical Engineering, 
Pennsylvania College, Gettysburg, Pa., 
ployed: Mulford Co., Philadelphia, summer 
of 1908. Joined The Champion Paper and Fibre 
Co., September 1908 chemist, 1908-1920; 
perintendent of tannic acid department, 1920. 
1924; chief chemist, 1924-1935; technical director, 
1935-1937; assistant mill manager, 1937-1939; 
mill manager, 1939-1946; division manager, 1946 
to date. 


Kineaid, Sr. 


Manchester Board Paper Co., Roanoke Rapids, 
C., Superintendent. 


Experience: Thirty-three years experience the 
paper and board industry, sixteen years on pres 
ent job. 


Edward Luezycki 


Southern Johns-Manville Products Corp.. 
Production Superintendent. 
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Robinson 


Ecusta Paper Corp., Pisgah Forest, C., 
Sales Manager. 


Manager of quality control of ciga- 
manufacture since 1932. 


Experience: 
rette paper and tissue 
Made sales manager in 
lines in 1951. 


connection with these 


3 


Morgan, Jr. 


Sonoco Products Co., Hartsville, C., Assistant 
Superintendent Paper Board Div. 


Experience: Fourteen years experience on cylin- 


der machines making chip board, cone 


paper, 
tube paper, three years experience fourdrinier 
machine making .009 
medium, 


semi-chemical corrugating 


MeCall 
Sonoco Products Co., Hartsville, C., 
Superintendent Poper Board Div. 
Experience: Graduated from Clemson College 
1916 receiving a B.S. degree in Textile Engi- 
neering. Has had years experience 
making paper and paper products. For most 
of this time, he has beer with Sonoco Products 
Co. serving in various capacities; namely in 
charge spiral tube department, single head 
spool dept., and steam power. Was sent to 
Brantford, Canada in 1933 to erect and operate 


a branch plant and serve as managing director 
Came back to Hartsville in 1936 


and was made general superintendent of the papet 


for three years. 


mill which consisted then of two cylinder ma 
chines. until 1948 
which time was made a director of the company 
and was put charge the new plant which 
was built to make .009 for the box industry from 
semi-chemical pulp. During the past 29 years, 
Mr. McCall has rebuilt and erected seven cylin- 
der machines for the company, the latest started 
Mexico City in December of last 


Served this capacity 


operation in 


year, 


John Priest 


Halifax Paper Co., Inc., Roanoke Rapids, N. C., 
Chief Chemist. 


After 
University of New 


Tech- 
nology at the Hampshire 
(1926), Mr. Priest went to Brown Co., Berlin, 
N. H, Bureau of Tests. In 
1928, he was transferred to the Brown Corp., 
LaTuque Kraft pulp mill. His work there con- 
sisted largely of both pilot and plant tests on 
full bleached kraft during the initial period of 
that bleached plant operation. Early in 1929, 
he returned to the Research Depart- 
ment as research chemist on Bermico Conduit. 
In 1930 he became chief chemist of the Albe- 
Paper Mfg. Co., Richmond, Ya., where 
he remained until 1944. The work here was 
of a very general supervisory nature customary 
such During the years 1944-1946 
was research chemist for the Virginia Caro- 
Technical Service 


Experience: receiving B.S. 


as chemist in their 


Brown Co. 


marie 


lina Chemical Corp. in their 
Laboratory doing research and service work or 
phosphates. Late in 1946 he returned to Albe- 
marle and was sent to the Halifax Paper Co. 
as chief chemist where he is at present. While 
he has had some experience in chemicals and 
the greater part 
Kraft pulp 


many types pulp and paper, 
of the time he has specialized in 
and paper making. 


Rash 


Continental Can Co., Hopewell, Va., 
Paper Mill Superintendent. 


Experience: Has spent twenty-nine years in 
paper mill with Hummel-Ross Fibre Corp. and 
Continental Can Co., Hummel-Ross Div., being 
for the fifteen 


paper 
years. 


Superintendents 


William Hillman Robertson 


The Champion Paper and Fibre Co., Canton, 
Div., Assistant Superintendent Recovery 


Experience: Forty-four years experience in paper 
Was employed by the Champion Paper 
Fibre Co., which was then The Champion 
Fibre Co. in Canton, N. C., March 8, 1908. 
Has worked operating job 
foreman, 


industry. 


practically every 


with the having been shift 
night foreman, day foreman and assistant super- 


year he was married. 


company, 


intendent since 1911, the 
He has raised seven boys and three girls. Has 
served as Vice-Chairman of the South Eastern 
several years 
American 


Div. of the Superintendents Assn. 
and one year as Chairman of The 
Pulp and Paper Mill Superintendents Assn. Inc. 


Russell Ryman 


Standard Paper Mfg. Co., Richmond, Va., 
Assistant Superintendent. 


Experience. Forty years experience book mill. 


Charles Shoudy 


West Virginia Pulp and Paper Co., Charleston, 
C., Assistant Manager. 
M.E., Stevens Institute Tech- 
nology, 1938. Member A.S.M.E. Joined West 
Virginia Pulp Paper Co., 1939, engineering 
dept., New York Office; 1941, paper 
neer, Charleston Mill; 1945, paper 
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1949, general supt., Charleston Mill; 1951, as 
sistant manager in charge operations and main 
tenance, Charleston Mil! 


Trammell 


Champion Paper Fibre Co., Canton, C., 
Superintendent Board Department. 


Has had 45 
board manufacturing. 


Experience: 


years 


experience in 


Wehr 


The Mead Corp., Harrimon Div., Manager. 


Experience: Graduate chemical engineering, Class 


1927, University Cincinnati. Six years, Cham- 


pion Paper & Fibre Co., control chemist, 1922- 
1928; 1928-1929, head chemist and pulp mill 
superintendent, Mead Corp., Sylva Div.; 1929- 
1945, pulp mill superintendent and assistant gen- 
eral superintendent, Mead Corp., Heald Div.; 
1945-1951, technical advisor to board mills; 1951, 
division manager, Mead Corp., Harriman Div. 


Robert White 


Products Co., Hartsville, 
Superintendent Cylinder Machines. 


Experience: Began work with Sonoco Products 
Co., in 1928 immediately after graduating from 
Clemson College with a B.S. degree in Electrical 
Engineering. During this term of service with 
Engineering Department for several years, was 


superintendent of one of the converting depart- 


ments for several years, and is at present super- 
intendent in charge of production of the com 
pany’s eight cylinder paper machines located in 
Hartsville. 


Barnes 


Champion Paper Fibre Co., Canton, 
Pulp Production Superintendent 


Experience: Graduated from North Carolina State 
College, Class of 1932, B.S. in Chemical Engi- 
After graduation, started work for 
Champion Paper and Fibre Co. as operator in 
sulphate recovery, transferred from recovery room 
chemist, after 


neering. 


to Control Laboratory as control 
five years Control Laboratory, transferred 
Pulp Mills as recovery technician, from recovery 
technician to Pulp Production as senior technician, 
from Pulp Production tech- 
nical assistant, from technical assistant to present 


senior technician to 


position. 


Lee Bauer 


Ecusta Paper Corp., Pisgah Forest, N. C., 
Production Manager 

Experience: Employed deMauduit Paper Corp., 
New York City, 1930-1931. Employed Cham- 
pagne Paper Corp., New York City, 1931-1939; 
during this time studied manufacture of ciga- 
rette paper in France from 1932-1935. Employed 
by Ecusta Paper Corp. from 1939 to date, first 
as production supervisor, now as production mana- 
ger. He is assistant secretary and a member 
the Board Directors Ecusta Paper Corp., 
subsidiary of Olin Industries, Inc. Member of 
TAPPI, American Pulp and Paper Mill Super- 
intendents’ Assn., Engineers’ Club of Western 
North Carolina, North Carolina Society of Engi- 
neers, Society for Advancement of Management. 


Shannon 


Mead Corp., C., 
Assistant Division Manager. 


Experience: Employed Mead Corp., Lynch- 
burg, Va. 1929 to 1951. Was assistant general 
superintendent 1945-1951. present assistant 
division manager Sylva Div., Mead Corp. Past 
experience includes machine tender, 1932-1939 
and tour foreman, 1939-1945 Lynchburg, Va. 


Gunnar Bohnsdahl 


Champion Paper and Fibre Co., Canten, N. C., 
Supervisor Inspection 


Experience: Past years with the Champion 
Paper and Fibre Co, (Canton Division); formerly 
with the Mosinee Paper Mills Co. Mosinee, 
Wis. Served with Coast Guard from Sep- 


tember, 1942, through October, 1945. 


Eugene Brothers 


Standard Paper Manufacturing Co., Richmond, 
Va., Superintendent No. 3 Mill 


Experience: Twenty-five years’ experience of a 
versatile nature in the manufacture of high grade 
printing papers; twenty years superintendent of 
Curtis Paper Co., Newark, Del.; two years as 
mill manager Collins Mfg. Co., North Wilbur- 
ham, Mass.; three years with Standard Paper 
Mfg. Co. superintendent No. Mill. 


Fred Doutt 


Champion Paper Fibre Co., Canton, 
Chief Chemist 


Experience: pulp and paper mills Canton 
since 1924—sulfate, soda, sulfite, semi-chemical 
pulps—chestnut extract, and caustic soda 


manufacture. Has been associated with sulfate 
pulp bleaching since its first trials. Waste 


rection and stream problems for years; 
biological paper studies. 


te 


Superintendents 


This LIGHTNIN Laboratory 
Mixer one four types 
widely used experi- 
mental work. supplies 
accurate working data for 
scale-up larger sizes. 


This 150-horsepower 
LIGHTNIN Mixer agitates 
285,000-galion batch 
large eastern mill. 


ampion 
rmerly 
Sep- 


are guaranteed the job right 


Want mix few beaker? few gallons without need for midfeather special baffling 


barrel? few hundred thousand gallons the tank. 
nd, stock chest? Use LIGHTNIN Mixer. Want accurate prediction results? 
LIGHTNIN Mixers are made sizes 500 engineers can give you correct scale-up data 
horsepower. All sizes are standard construction, the biggest jobs, the smallest. 
with parts readily available you ever need them. Finally, every LIGHTNIN Mixer guaranteed 
LIGHTNIN Mixers for stock chests give you uni- the job for which recommended. 

form stock quickly, with least maintenance; often Write about your fluid agitation needs, 


mail the coupon for descriptive bulletins. 


173 Mt. Read Blvd., Rochester 


gitation specialists specialists Please send the literature checked: 


B-76 Side Entering Mixers B-100 Condensed Catalog 


EVERY UGHTNIN MIXER IS GUARANTEED TO DO THE JOB RIGHT : (C0 B-78 Top Entering Mixers showing complete line rn 

(propeller type) B-102 Top Entering Mixers 

(electric and air driven) DH-50 Laboratory Mixers 

Name 

Title 
ton Company 
ate PORTABLE SIDE ENTERING ENTERING City State 


Brydges 
Route 4, Boonsboro Road, Lynchburg, Virginia 


Experience: Mr. Brydges began his education in 
paper making at the Cliff Paper Co. in Niagara 
Falls in the year 1897. He served in this plant 
seventeen years except for three years during 
which time he was connected with the Pettibone 
Cataract Paper Mills, also of Niagara Falls. In 
1913 he became associated with T. M. Uptergraff, 
president of the Defiance Paper Co. of Niagara 
Falls. While here Mr. Brydges served in various 
positions before advancing to the position of gen- 
eral manager. In 1927 he came to Big Island, 
Va., manager the Bedford Pulp Paper 
Co., of which the late M. E. Marcuse was presi- 
dent. Mr. Brydges served in this capacity until 
1944 which time the plant was sold National 
Container Corp. and his employment was _ con- 
tinued with this company, serving as vice-presi- 
dent and general manager until 1947, at which 
time he retired. Since his retirement Mr. Brydges 
has been active in the capacity of Consultant for 
various plants this country and abroad. Mr. 
Brydges has six children, three daughters and 
three sons, and thirteen grandchildren. All of 
Mr. Brydges’ sons are attorneys and his oldest, 


E. W. Brydges, is a State Senator in New 
York. Since his 1etirement Mr. Brydges and 
Mrs. Brydges have spent great deal their 


time traveling throughout the United States, Can- 
ada, and in 1948, spent two months in Europe. 


Bruce Ellen 


Southern Paperboard Corp., Port Wentworth, 
Ga., Pulp Mill Superintendent 


Experience: Graduated from North Carolina State 
College in Chemical Engineering in 1936. Was 
pulp mill technician for the Champion Paper 
Fibre Co., Canton, N. C., from 1936 until 1944. 
Was a filtration engineer with Oliver United 
Filters, Inc., from 1944 until 1947. Came to 
Southern Paperboard Corp. pulp mill super 
intendent in 1947. 


Paper Co., Roanoke Rapids, C., 
General 

Experience: Was with parent company, Albemarle 
Paper Mfg. Co. Richmond for 
months shift paper testman. Came Halifax 


in January 1940 as laboratory chemist. Went 
into mill pulp room and general labor in May, 
1940. Joined Army in November 1940) and 


stayed in until January, 1946. Returned to Iali- 
fax personnel manager until December 1947. 
Was pulp mill superintendent from December 
1947 until August 1948 when was promoted 
present position. 


Raymond Bullock 


Ecusta Paper Div. Olin Industries, Pisgah 
Forest, C., Pulp Mill Superintendent 


Experience: Rag, flax, ground wood, cotton linters, 
Southern kraft, bleached pulp, etc. Now starting 
his 18th year the Southern paper industry. 
is 40 years of age. Was educated at Mercer 
University, also has completed several engineering 
extension courses. Takes pride fact that 
has had experience on every job from wood yard 
through the reel. He is married and has two 
children, ages 12 and 4, 


Mitchell 


Champion Paper and Fibre Co., Canton, C., 
Superintendent Utilities 


Experience: Forty-five years. 


_ 


Fairbrother 


Champion Fibre Co., Canton, 
roduction Manager 


Experience: New York State College Forestry, 
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1930; Champion, 1930-1933, paper inspector; [, B 
M. Corp., Endicott, N. 1933-1935, paper 
nologist; 1935-1939, chief inspector: 
mander; assistant general superintendent, Cham. 
pion, 1946-1949; assistant production Manager, 
Champion, 1950-1951; production manager, Cham. 
pion, 1951 date. 


Champion, 


Harry Rieck 


Chesapeake Corp. Va., West Point, 
Superintendent Paper and Board Mill 


Experience: Started making paper in Wisconsin, 
Worked for the Consolidated Water Power Pa- 
per Co. Wisconsin Rapids and the Mosinee 
Paper Mills Mosinee, Wis. Night superintend. 
ent and assistant superintendent for the Gilman 
Paper Co. at Gilman, Vt. Has been with the 
Chesapeake Corp. for 20 years—the last four 
years as paper mill superintendent. 


Richard Scholl 


Champion Paper & Fibre Co., Canton, N. C., 
Superintendent Pulp Mills 


Experience: B.S. in Chemical Engineering from 
University of Michigan. Employed by Kimberly- 
Clark, Niagara Falls, Y., 1922 1926, Em- 
ployed International Paper Co., 1926-1935. 
Associated with Champion Paper Fibre Co. 
since 1935. Member American Pulp Paper 
Mill Superintendents Assn. 


Carl Skoggard 


West Virginia Pulp and Paper Co., Covington, 
Va., Pulp Mill Superintendent 


Experience: Graduated from the New York State 
College Forestry 1941 with B.S. degree, 
M.S. degree 1942, same college. Employed 
West Virginia Pulp and Paper Co., Covington, 
June, First three months spent 
the Main Laboratory, then transferred pulp 
mill. Original position the pulp mill that 
technical assistant; later, Digester House fore: 
man; then superintendent No. Pulp Mill; 
then assistant general pulp mill superintendent; 
Bleached and Unbleached Pulp 
ton. 
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They Set the Standard 
for Quality 


These seals are stamped all Brown Company Solka and Cellate 
pulps. They are your assurance the finest quality pulps manu- 


factured from wood cellulose—pulps that set the standard for qual- 


ity the industry. Here’s why: 


Brown Company pulps are made principally from its own vast 


timberlands northern softwood and hardwood. This assures 


quality control and dependable source raw material. 


Brown Company research laboratories are constantly produc- 


ing new fibres that enable the paper industry take advantage 


from 
nberly- 

Em- 
Co. 


Paper 


the versatile characteristics wood cellulose. They were the first 


make economical and practical use hardwood fibres the 


manufacture many products. 


Our Technical Service Division ready work with you 


any paper problem, however difficult may be. Write Dept. 


ton, 
our Boston office. 


COMPANY, Berlin, New Hampshire 
CORPORATION, Tuque, Quebec 


General Sales Offices: 150 Causeway St., Boston 14, Mass.—Dominion Square Bldg., Montreal, Quebec 
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SOLKA & CELLATE PULPS * SOLKA-FLOC * NIBROC PAPERS * NIBROC TOWELS * NIBROC KOWTOWLS 
ONCO INSOLES * CHEMICALS * BERMICO SEWER PIPE, CONDUIT & CORES 


rom the very first day that our comprehensive Sandy Hill 
Brochure came off the press, have been receiving “rave 
notices” from every direction. sincerely appreciate it, and 
thank those who have taken the time write compliment 
person. 

course, the primary purpose this brochure delineate 
the Sandy Hill, but have endeavored the same 
time compile “ready reference” book the pulp and paper 
industry for the assistance those making decisions and those 
doing research the field. 

Our eagerness helpful does not stop with the production 
this catalog. Our large, proficient engineering staff ready 
give you every possible assistance with your particular mill 
problem. Just give call. 


Below are typical examples page spreads the 
Brochure. left triple-page spread describing 
the Sandy Hill Selective Drive. right double-page 
spread featuring general pulp and paper mill scheme 
with Sandy Hill Equipment and Kamyr Pulp Bleaching. 


Sandy Will ovive 


Praises from Men 


FIRM AWARDED 
BROCHURE PRIZE 


LOS ANGELES, 
ing experts agencies 


here, and finely printed, in. 
formative and technically compre. 
hensive brochure issued the 
andy Hill Iron and Brass Works 
Hudson Falls, Y., won first 
vertising literature for 
turer. 
The First Advertising Agency 
Group, made agencies major 


ore than year. All judges voted 
that the unusually complete content, 
the technical accuracy, and the in- 
teresting manner handling the 
Sandy Hill book earned first prize. 

The Sandy Hill brochure presents 
the line products the Hudson 
Falls firm twelve sections, illus- 
trating, describing and analyzing the 
functions related pieces equip- 
ment made Sandy Hill. For in- 
stance, one section treats the 
Sandy Hill Selective Drive, and 
others cover the following subjects: 
Bertrams Shake, Multi-Cylinder 
Board General Purpose 
Paper Machine, International Grind- 
er, Kamyr Grinder, High Speed 
Newsprint Machine, Kamyr Pressure 
Filter, Kamyr Wet Machine, Stand- 
ard Wet Machines for Paper Making 
Pulp Lap Forming, High Speed 
Tissue Machine. 

The book replete with half-tone 
and with artists’ draw- 
ings equipment, with engineers 
drawings amplify the uses and 
typical installations. 

Hevenor Advertising Agency, Inc., 
Albany, which handles the Sandy 
Hill Iron and Brass Works account, 
prepared the book. 
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Just FEW the complimentary messages 
received from leaders the pulp and paper 


industry: 


Congratulations you and yours your most interest- 

ing and instructive catalog, which thoroughly enjoyed 

last evening. Henry Schmidt 
Schmidt and Ault Paper Co. 


express sincere appreciation for having 
received this excellent catalog, which will circulated 
among the different production executives our organi- 
zation. Erik Fernstrom 
Fernstrom Paper Mills, Inc. 


You are certainly congratulated the very credit- 
able performance your company. always pleas- 
see the progress Sandy Hill has made since 
first acquaintance with 1915. 
Seaborne 
Thilmany Pulp and Paper Co. 


take pleasure acknowledging receipt your very 
handsome and complete catalog. have put where 
will referred many times. Our business relations 
with your good company have been very pleasant. 
Southworth 
Southworth Paper Co. 


Excellent presentation modern paper mill machinery. 
Cowart 
Gulf States Paper Corp. 


Beautiful catalog one the best have ever seen. 
Wakeman 
Coosa River Newsprint Co. 


hope copies have been sent our mill offices. 
Gallup 
New York and Pennsylvania Co., Inc. 


wish thank you very much for sending this wonderful 

catalog which have examined and have turned over 

our General Superintendent, who also pleased with it. 
Dawson 

The Hamersley Manufacturing Co. 


you not have copy this com- 
plete catalog, write for one today. 


The Sandy Hill Brass Works 
Hudson Falls, 
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Diagram Various Methods Stock Preparation 
and Fourdrinier Paper Making Process 
featuring Equipment 


and Kamyr Pulp Bleaching 
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unequalled. 


Robert Gair Paper Box Company, 
Piedmont, New York, over 1000 em- 
ployees are dependent the output 
two 125-ton-capacity Shartle beaters that 
run hours day, days week. 


What was done 
When old 20”-wide silent chain drive 
needed replacement, new 8”-wide 
Morse Hy-Vo Drive was installed. This 
Hy-Vo Drive transmits 200 
h.p. 480 r.p.m., with chain velocity 
1500 
Results 


The Hy-Vo Drive was easily installed 


This Morse Hy-Vo Drive replaced 20” silent 
chain drive. low first cost and low operating 
cost, savings weight and space, Morse Hy-Vo 


Morse Hy-Vo Drive replaces 20° drive, 
saves 2905 pounds, increases service life! 


Gair maintenance men. Savings space 
and weight were unparalleled. The old 
20” silent chain weighed 1600 pounds; 
the new Morse Hy-Vo Chain, only 
760 pounds. Drive assembly weight was 
reduced 2905 pounds—from 5675 
2770. 


The Hy-Vo operates more quietly, 
more coolly the drive replaces. 
will give longer service life, 
reduce operating costs much 
50% 

Ideal paper-mill drive 
Morse Hy-Vo, you have drive that 


M=PT; Morse Power Transmission 


MORSE CHAIN COMPANY 


Dept. 355 


7601 Central Ave. 


Detroit 10, Michigan 


Hi 


p 


1 


will run top efficiency day and day 
out without failure. designed and 
built withstand overloads, absorb 
shock and yet transmit power smoothly 
and quietly—no costly breakdowns, 
continuous servicing needed. 


Check into Morse 
Hy-Vo Drive and the advantages cost 
and performance can bring you. Send 


for Catalog 72-51 today. 


MORSE 


MECHANICAL 


POWER 


PpropuctTs 
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Thomas Ramsay 
usta Paper Corp., Pisgah Forest, N. C., 
Division 
Experience: Has been with Ecusta since 1938 
except for four years’ Army Service. During this 
period, has worked in Control, Research and Pro- 
duction. Member TAPPI, American Pulp and 
Paper Mill Superintendents Assn., and Engineers 
Club Western North 


Joseph Staidl 


Camp Manufacturing Co., Franklin, Va., 
Pulp Mill Superintendent 


Experience: Eight years at U. S. Forest Products 
Laboratory, pulp and paper research; one year, 
consultant, pulp and paper manufacture; nine 
years, pulp mill superintendent, Thilmany Pulp 
and Paper Co., Kaukauna, Wis.; three years, 
Southern Kraft Corp., Camden, Ark., Panama 
City, Fla.; assistant pulp mill superintendent; 
ten and one-half years, pulp superin- 


tendent Camp Manufacturing Co., Franklin, 
Va. 


Carl Welte 


Champion Paper Fibre Co., Canton, 
Assistant General Superintendent Paper 
and Manutacturing 


Experience: Class 1931, New York State Col- 


lege of Forestry, B.S. and M.S. degrees in Pulp 
technician with Hammermill Paper Co., Dexter 
Sulphite Pulp Paper Co., and Brownville Board 
Co. Came with Champion 1933. Worked two 
years paper inspector, four years 
service man and converting paper salesman, seven 
years chief paper, board and pulp inspector, 
became technical assistant 1946 and promoted 
to assistant general superintendent in 1950. He 
active member TAPPI and recent past 
chairman Division Superintend- 
ents Assn. Married and has five children. 


a 


William Guenther 


Mead Corp., Lynchburg, Va., 
Engineer 


Experience: following order: Two years 
draftsman with Crocker-Burbank Co., Fitch- 
burg, Mass.; five years engineering draftsman 
with George F. Hardy, consulting engineer, New 
York City; three project engineer with 
M.E.A.D. Co., Dayton, Ohio; one year with Ma- 
sonite Corp., Laurel, Miss.; seven years assistant 
plant engineer with Dill & Collins, Inc., Phila- 
delphia, Pa.; and since 1940 plant engineer, The 
Mead Corp., Lynchburg, Va. 


James Hall 


Champion Paper Fibre Co., Canton, C., 
General Superintendent of Paper and Board 
Manufacturing 


Experience: Mr. Hall started his papermaking 
career back 1916 the old District Colum- 
bia Paper Mills, Inc., Washington, C.; then 
went with Hummel-Ross Hopewell, Va. 
has been with Champion at Canton continuously 
since the first fourdrinier machine was started up 
1922. Mr. Hall has worked through all 
phases papermaking his present position 
general superintendent. His son, James E. Hall, 
Jr., is with the Epes-Fitzgerald Paper Co. 
Frank Patton 


Ecusta Corp., Pisgah Forest, C., 
Superintendent, Refining Department 


Experience: Employed Ecusta Paper Corp. 
the Refining Department since August, 1939. 
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Harold Hansen 


The Champion Paper Fibre Co., Canton, C., 
Assistant Superintendent, Steam and Power 


Experience: Graduate Worcester Polytechnic 
Institute. Three and one-half years with Riley 
Stoker Corp., doing erection, service and design 
work on power plant equipment. From 1928 to 
date with present employer doing general power 
plant work. 


Joe King 


Champion Paper Fibre Co., Canton, C., 
Senior Technician 


Experience: Started the pulp and paper indus- 
try with Kimberly Clark Corp., Niagara Falls, 
N. Y., in 1935. Subsequently, worked for: Gray 
Printing Co., Fostoria, Ohio; Certain-Teed Prod- 
ucts Corp., Buffalo, N. Y.; Rayonier, Inc., Fer- 
nandina, Fla.; Pioneer-Flintkote Corp., Los An- 
geles, Calif.; the past 8 years with The Champion 
Paper & Fibre Co., Canton, N. C.; now holding 
the position senior technician the pulp pro- 
duction department. 


John Brewer 
Ecusta Paper Corp., Pisgah Forest, C., 
Machine Room Superintendent. 
Experience: years. Started out the Yellow 
Pine Paper Mill Orange, Texas. Worked 
there until the mill shut down early 1930. Left 
there and went Brown Paper Mill Co., Monroe, 


ind 
orb 
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La. From there Hodge, La., Southern Ad- 
vance Bag and Paper Co. From there back 
Orange, Texas, with the Orange Pulp and Paper 
Co. and from there present job. Has been 
there since October, 1939. i 


> 


Adam Rozyskie 


international Paper Co., Southern Kroft 
Division, Georgetown, S. C., Production 
Manager. 


Experience: Started paper mill Cherry 
River Paper Co., September, 1907, sulphite spe- 
cialties. Promoted to machine tender, August, 
1915. Left Cherry River Paper Co. work for 
Hartje Paper Masuuiacturing Corp., Steubenville, 
Ohio, August, 1919, at machine tender; sulphite 
and kraft wrapping papers. Came South Sep- 
tember, 1923, work for Bastrop Pulp and Pa- 
per Co. This mill just starting up. Promoted to 
paper mill superintendent, July, 1925. Remained 
in that capacity, starting up Camden, Ark., mill; 
Mobile, Ala., mill; Panama City, Fla., mill; and 
Georgetown, C., mill. This kraft wrapping 
and bag papers. Became assistant manager 
Panama City, July, 1941. Fourdrinier board and 
Nine Point Corrugating. Sent to Moss Point, 
Miss., as mill manager, April, 1942. Bleach 
Kraft specialties. Sent the Georgetown mill 
where has been the capacity production 
manager since January, 1945. Fourdrinier Board 
and Nine Point Corrugating. 


George Trostel 


The Paper Fibre Co., Canton, C., 
Mill 


Experience: 1906-1907—-The West Virginia Pulp 
& Paper Co.; 1907-1952—The Champion Paper & 
Fibre Co.; 1907-1924—chief chemist Mill Con- 
trol Laboratory; 1924-1927—pulp mill superin- 
tendent; 1947-1951—production manager; 1951- 
present date—mill manager. 


Albert Gagneux 
Manufacturing Co., Franklin, Va., 
Machine Tender. 
Experience: Experience paper maker be- 
gan at the age of 14 with the Calcasieu Sulphate 
Paper Co., Elizabeth, La. Was employed by the 
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Brown Paper Mill Co. Monroe, La, 
years. then secured employment with the 
Joe Paper Co., Port St. Joe, Florida, Has been 
with several other large paper companies 
leaving St. Joe. In his 31 years of paper making 
experience has made practically all grades and 
weights of kraft, some book, bond, ledger and 
biblé papers. Twelve years experience has 
been as paper mill superintendent, assistant super. 
intendent and mill manager. 


Warren Spear 
Manchester Paper Co. Inc., 
Richmond, Va., General Superintendent. 
Experience: All experience has been with present 
company, as millwright, machine room worker, a 
sistant to the production manager, and general 
superintendent. Joined company 1941-194 
spent in the U. S. Army engaged in maintenance 
work with the Ordnance Dept. Hold degree in 


M.E. from North Carolina State College. 


Clyde Jones 
Ecusta Paper Corp., Pisgah Forest, N. C., 
Assistant General Superintendent 
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Chairman 


Thompson 
Southland Paper Mills 
Lufkin, Texas 
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Tom Coldewey Burnett Charles McCarthy 
St. Joe Paper Co. Crossett Paper Mills Southern Paperboard Corp. 
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Jesse Bradbury 
Southland Paper Mills 
Lufkin, Texas 
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Sidney Arant 
Hollingsworth & Whitney Co., Mobile, Ala., 
Paper Mill Superintendent. 
Experience: Began twenty-five years in the 
Pulp and Paper Industry the Louisiana Pulp 
and Paper Co. (now subsidiary International 
Paper Co.) Bastrop, La. After several years 
in pulp mill work, started work on paper ma- 
chines and was promoted up through the ranks 
to serve as foreman until joining the staff with 
Hollingsworth & Whitney Co. In 1940, came 
to Hollingsworth & Whitney Co., Mobile, Ala. 
and since 1948 served as paper mill superinten- 

dent. 


Bruce Brooks 


The Brown Paper Mill Co., Inc., West Monroe, 
La., Assistant General Superintendent. 


Experience: Was employed Jamuary 15, 1935. 
Worked two years as a common laborer. Was 
then made mill statistician and was this po- 
sition for approximately two years. Then was 
made assistant pulp mill superintendent, July 
1939. Remained this position until July 
of 1945 wher he was made assistant general 
superintendent, and has been on this job since 
that time. 


William Wesley Bryant 


Atenquique, Mexico, General Superintendent. 


1929 1940, International Paper 


Experience 


Co., Southern Kraft Division, Mobile, Ala.; 1940 
to 1943, St. Mary’s Kraft Co., St. Mary’s, Ga.; 
1945 to 1947, W. R. Grace & Co., Paramonga, 
Peru, A.; 1947 1952, Compafiia Industrial 
Atenquique, A., Atenquique, Jal. México. 


Jay Crittenden 


Coosa River Newsprint Co., Coosa Pines, Ala., 
Paper Mill Superintendent. 


Experience: Began papermaking in 1916 with 
King Paper Mills, Kalamazoo, Mich. First ran 
machine Nekoosa, Wis. while with Nekoosa 
Edwards Paper Co. Went with International 
Paper Co. 1923 and helped start their Gati- 
neau, Que., mill their Dalhousie, B., 
mill. Left Internatiowal Paper to take paper 
mill superintendent’s position with Algonquin 
Paper Corp. in 1939. War forced Algonquin to 
shut down.; went with Southland in 1943, was 
superintendent there until April, 1949. When 
Coosa River was getting organized took 1 paper 
mill position start the mill. 
Has accumulated a great knowledge of the proc- 
essing of Southern Pine and is a firm believer 
of its future in the newsprint field. 


Melvin Farris 


National Container Corp., Pulp Mill 
Superintendent. 


Experience: Four years as caustic amd recovery 
operator for Brown Paper Mills, Inc., Monroe, 
La.; five years evaporator, caustic and recov- 
ery operator for Southern Advance Bag and 
Paper Co., Hodge, La.; three years as tour fore- 
man for St. Helens Pulp and Paper Co., St. 
Helens, Ore.; six years as tour foreman for 
Container Corp., Fernandina, Fla.; five years as 
pulp mill superimendent for Southland Paper 
Mills, Lufkin, Texas and the past four and one- 
half years as pulp mill superintendent for Na- 
tional Container Corp., Jacksonville, Fla. 


Ralph Gauthier 
Flintkote Corp., Rutherford, J., 
Plant Manager. 
Experience: Has spent sixteen years in felt, 
building materials and related products. 
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Karl Guest 


National Container Corp., Mill Div., Jacksonyi 
Fla., Assistant General 


Experience: Mr. Guest schools Geor. 
gia and Alabama and colleges in Georgia and 
South Carolina. received his B.S. degree 
1936 when only 20 years old, after having had 
some practical experience with the Champagne 
Paper Corp., Estill, C., with 
flax and fertilizers. After graduation, he worked 
for Union Bag & Paper Corp., Savannah, until 
1938 when joined National Container 
sonville chief chemist. was inducted into 
the Armed Services 1941 the 
Pacific Theater 2nd Lieutenant. returned 
National Container October, 1945 
sistant chief chemist and was later promoted to 
chief chemist. His present position assistant 
general manager. 


James Hair 
Crossett Paper Mills, Crossett, Ark., Manager. 


Experience: Mr. Hair was born and reared in 
South Carolina. After finishing his high school 
work attended Clemson College from which 
he was graduated in 1928 with a B.S. degree in 
chemical engineering. He coached athletics in 
preparatory school North Carolina for one 
year after graduation and then joined the Buck- 
eye Cotton Oil Co. After six years both the 
Technical and Manufacturing sides 
seed crushing, he operated oil seed crushing 
plants Baltimore, Md. and Long Beach, Calif. 
was production superintendent the Balti- 
more Soap Factory Procter Gamble for three 
phis Chemical Pulp Plant of Buckeye as sheet 
mill superintendent. left Buckeye June 
1945 become plant engineer Crossett Paper 
Mills. rose production manager 
sett in late 1946. He was recently promoted to 
Paper Division manager the Crossett Lumber 
Co. and that will have charge all 
Crossett’s paper operations. Mr. Hair 
ried and has two children. member 
TAPPI, The American Pulp and Paper Mill 
Superintendents Assn, and past president 
Crossett Rotary Club. 
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Philip Hannan 


Co., Inc., Hodge, 
Experience: Control chemist, three years. 
chemist, thirteen years; including charge 
plant and bleachery, six years. Pulp 
mill superintendent, eight years. Chairman 
the Southern Division the Superintendents 
Assn., 1948-49. 


Chief 
of 


Hayes, was employed the Chesapeake Corp. 
Virginia. Spending the early years his 
life that paper mill town, was natural that 
Jake learn his trade paper maker. 
During his summer vacations from high school, 
worked for the Chesapeake Corp. 
hustler and loader both the wet pulp and 
dry pulp machines. After finishing school 
started working for Albemarle Chesapeake Corp. 
plugger the paper machine. Using his 
spare time for study, both in and out of the 
mill, Jake advanced rapidly and before leaving 
that company in 1936, had become a spare ma- 
chine tender. After leaving Albemarle, he was 
with Union Bag & Paper Co., Savannah, Ga., 
machine tender until joined National 
He be- 
in 


as 
Container im 1938, as a machine tender. 
came paper mill assistant superintendent 
August 1942. After four years assistant super- 
intendent at Jacksonville, Jake was sent to Big 
Island, Va., paper mill superintendent Na- 
tional Container Virginia. 1947 was 
brought back Jacksonville paper mill super- 
intendent. 


Hobaugh 
St. Joe Paper Co., Port St. Joe, 

Mill Superintendent. 
Experience: Started with Hammermill Paper 
Co, in 1909, stayed with them until 1921; Inter- 
national Paper Co., 1922-1933 as tour foreman, 
assistant superintendent and superinten- 
dent; Watab Paper Co., 1933-1935 as general 
superintendent; Minnesota & Ontario Paper Co., 
1935-1937, superintendent newsprint machines; 
1937-1941 paper mill superintendent, Crossett Pa- 
per Mills; 1941-1944, paper mill superintendent, 
Union Bag Paper Co., Savannah, Ga.; 1944 
St. Joe Paper Co. as mill superintendent. This 
his present place employment. 


Southland Paper Mills, Superintendent 
Board Mill Stock Preparation. 
Experience: Four years (1923-1927) with Boga- 
lusa Paper Co., now Gaylord Container Corp., 
togalusa, Ia. on No. 2 board machine; eighteen 
years with Southern Kraft Corp.’s Louisiana 
mill board machine from February 1927 
February 26, 1945, the last three years tour 
boss. He was employed as superintendent by 

Southland Paper Mills, March 1, 1945. 


“Jake” Hayes 


National Container Corp., Paper Mill 
Superintendent. 


Experience Mr. Hayes was born 1912 
West Point, Va. where his father, the late 


Olaf Mortenson 
St. Regis Paper Co., Kraft Paper Div., Canton- 
ment, Chief Operating Engineer. 
Experience: Presently has charge all main- 
terrance in connection with the company’s four 
unit sulphate operation Cantonment, Florida. 
This includes yard labor as well as all the 
mechanical trades and stores. Also is responsible 
for steam and electricity generation. The instru- 
ment department reports him too does the 
fire warden, the cost engineer and the plant en- 
gineer. 


Previously, and for lengths 
time, has been a cutterman, a rewinderman, a 
digester wrenchman, a beaterman, a papermaker, 


Superintendents 


an electrician’s helper, an electriciam, an elec- 
trical squad leader, an outside electrical con- 
struction foreman, power plant superintendent, 
chief electrician, design engineer con- 
struction projects, a plant engineer and an as- 
sistant, pulp and paper mill, general superin- 
tendent. Has had courses in mechanical and 
electrical engineering, pulp and paper making 
and commercial law and management. Except 
for comparatively short break during World 
War his time the industry 
tinuously from 1911. 


Navarre, Sr. 
Orange Pulp Paper Mills, Inc., Orange, Texas, 
Plant Superintendent. 

Experience: Joined Opener Bag Co. 
1917. This is now Gulf States, Tuscaloosa, Ala. 
assisted construction the mill. was 
superintendent Southern Kraft Corp., Mobile, 
Ala. for two years; superintendent at Minnesota 
and Ontario Paper Co. for general 
superintendent for three years with St. Joe Pa- 
per Co., Port St. Joe, Fla., for one year with 
Florida Pulp Paper Co., Pensacola, as- 
sisting start-up. Mr. Navarre has been 
his present position for ten years during which 
time production has doubled due to vast pro- 
gram of modernization which is still being car- 

ried on. 


six years, 


Mel. Pickering 
Southland Paper Mills, Lufkin, Texas, 
Paper Mill Superintendent. 
Experience: Starting his papermaking career in 
1918 with the Inland Empire Paper Co., Mill- 
wood, Wash. Got off good start not 
having to work as screen monkey, but started 
fifth hand hour. Help was scarce 
because of the war and im a matter of a few 
months he was third hand. Worked as third 
hand a few months then decided to visit home 
folks Minnesota and show them all the money 
he had made. It wasn’t long until he didn’t have 
any money left show. Went Sartell, Minn. 
and was hired as a third hand with the Watab 
Paper Co. Didn’t stay there too Ieng as he 
wanted back the West Coast. Was 
fortunate getting third hand job Mill- 
wood again. This time stayed until the sum- 
mer 1926, when felt the urge see other 
Through his friend Tom Geddes, 


paper mills. 


URNAL Most Useful Paper 
— 


Section 


got job backtendimg Fort William, Canada 

the Mission Mill. liked working the 
larger machines and received more money. 
Worked there only short time when heard 
from his brother Pickering Corner 
Brook, Newfoundland. There was the place 
make fortune. Transportation paid from Mon- 
treal via Clark Steamship Co. amd big 
work in. Was hired backtender. Help 
was changing fast; was good place for ad- 
vancement. Those jobs were tough, but the 
bad jobs where young man can get plenty 
experience. After eleven years hard work 
and tour bosses card his pocket, decided 
travel some more, back the West Coast 
again. This time went Oregon City 
look for work. There he met Charley Ackley, 
who was superintendent Hawley’s Mill. 
gave him a job but it didn’t last long as this 
was 1937 and most everything was very un- 
settled. After working there while the mill 
went short time operation and went look- 
ing for another job. Paper mili jobs were scarce, 
everyone was hanging his job and didn’t 
find work back the paper mill again for two 
years. 1939 Southland Paper Mills, Inc. was 
getting ready start packed his bag and 
decided look over the South. Had 
getting a job through Norman Beaudry, who was 
the superintendent. Tom Wark was Head Mar 
overseeing everything to get it going right. 
Southern Pine wood was something different 
make paper out of. one had made rewsprint 
paper commercially from and found 
out the reason. After several years tough 
going, thimgs began look brighter. The last 
few years, has had a good job and a fine com- 
pany work for. After thirty years paper- 
making experience and shift work, with twelve 
years at Southland, has worked up to a position 
paper mill superintendent. 


Rozyskie 


Southern Kraft Division, International Paper Co., 
Camden Mill, Cullendale, Ark., Mill Manager. 


Experience: Went work for the Cherry River 
Paper Co., West September 
1910, screen boy paper machine, 
known in those days as a “screen monkey.’ Re- 
mained on that job until 1917, at which time 
he was called into the Armed Forces, World 
War Returned Richwood December, 
1918 and stayed there until June 2, 1919, at 
machine tender, working for Frank Lyden with 
the International Paper Co. there un- 
til July, 1921, when the mill was closed due 
a union strike. Leaving Piercefield in July, 1921, 
went Kalamazoo, Mich. and worked for the 
Standard Paper Co. “cutter boy” until De- 
cember 5, 1921, at which time he went to De- 
troit Sulphite Pulp and Paper Co., Detroit, 
Mich., as a machine tender, working for Bob 
Kohs. Remained there until March, 1924, when 
went Bastrop, La. and worked for the 
Bastrop Pulp and Paper Co. Remained with 
them until International Paper Co. bought the 
mill, and has been with International since that 
time. worked from machine tender 
his present 


Singletary 


Brunswick Pulp Paper Co., Brunswick, 
Plant Manager. 


Experience: Started pulp and paper work 
the early 1920’s Elizabeth, La. Worked 
construction and helped build the Cal- 
casieu Paper Co. After the plant was started, 
worked all operating departments throughout 
the mill. 1929 was made pulp mill superin- 
tendent. 1931 was made night superintendent 
plant. this position until January 
1938 at which time he joined the Brunswick 
Pulp and Paper Co. tour foreman. From this 
position was promoted plant superintendert. 
1946 was promoted his present position 
as plant manager. 


Robert Stevens 


National Container Corp., Jacksonville, 
Technical Director. 


Experience: Mr. Stevens claims the distinction 
being, far knows, the first native 
Floridian to enter the paper industry. About 25 
years ago on addressing a scientific fraternity he 
was introduced only man who ever for- 
sook the sweet fragrance the orange blossom 
for the vile stink the kraft pulp His 
father was a pioneer citrus grower in north cen- 
tral Florida. 

After graduation (B.S. 1908) from the John 
B. Stetson University at DeLand, Fla., he stud- 
ied chemistry under Julius Stieglitz at the Uni- 
versity Chicago (M.S. 1909) and under Wm. 
1912 he went to Colombia on a gold mining ven- 
ture. While there was for while cowboy and 
later grist miller. 1916 returned Orlando, 
Fla., manager insecticide company manu- 
facturing oil emulsion and dealing various 
insecticides, fertilizers, etc. September 1917 
went Roanoke Rapids, C., mill chem- 
ist for the Halifax Paper Corp. This was the 
first sulfate pulp mill ever built the United 
States and had begun operating only eight and 
one-half years before. 

One year later left Roanoke Rapids par- 
ticipate wood pulp purification project con- 
ducted Joseph Wallace Co., mill ar- 
chitects and engineers under contract with the 
Ordnance Department the Army. The 
project was successfully completed just before 
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the Armistice but for which doubtless the Process 
would have been employed on plant scale, 

After a few weeks in a Manhatttan Soap plant 
control laboratory during the hectic transition pe. 
riod which followed the Armistice he was Called 
back to the Wallace laboratory near Stamford, 
Conn., and remained until June, 1923, doing 
eral commercia! analytical and development work, 
chiefly pulp and paper. One extended Project 
which occupied the laboratory during this period 
involved extraction resins from pine 
wood and purification of tall oil. In 1922, he was 
a member of the “Short Course for Mill Men” a 
the New York State College 
Syracuse, 

The Stamford laboratory closed down June, 
1923 and after brief period with rubber toy 
manufacture Stamford joined the 
marle Paper Manufacturing Co., Richmond, 
its first mill chemist. There organized 
mill control program, but left early 1924 
take charge of a pilot plant development project 
for the American Dyewood Co., Mobile, Ala, 
This was for the extraction of rosin from pine 
stumps by means of caustic soda and the con- 
version of the resultant soap into paper size, 
They succeeded making dry 
wood rosin size with 25% free rosin, but the 
project was abandoned as economically unsound. 

After his contract with the American Dyewood 
Co. expired, he went to Bogalusa, La., as chief 
chemist for the Bogalusa Paper Co. (now Gay. 
lord Container Corp.) and remained until a re 
organization 1932, During this period semi- 
kraft (85% yield) pine fiber corrugating medi- 
um was developed. A development laboratory with 
pilot digester, diffusers, screen, rod mill, wet ma- 
chine, beaters, jordan and 33-inch combination 
fourdrinier, cylinder and Yankee machine was in- 
stalled. Also what was then 
controlled humidity room for paper testing. 

Following a brief period of employment as 
chemist with the Bedford Pulp and Paper Co, 
Big Island, Va., went Middletown, Ohio, 
superintendent pulp bleaching for the Sorg 
Paper Co, There they bleached all kinds of for- 
eign and domestic sulfite, sulfate and soda pulps 
making all types specialty papers. The late 
Frank Smith was then general superintendent 
charge of manufacturing. 

tall oil plant being erected the Chatham 
Processes Co. This company was liquidated 
1940. After six months with the Herty 
tory he came to Jacksonville and National Con- 
tainer Corp. 1944 this company bought the 
Bedford mill Big Island and was charged 
with supervision of technical control as well as 
development work during process changes in- 
augurated soon after they took over. The fol- 
lowing year National Container acquired the On- 
tonagon Fibre Corp. kraft and board mill. On 
arriving this mill spied “old friend.” 
Almost the last work had done the Wallace 
laboratory near Stamford was cook some hem- 
lock chips sent Everest. This had led 
building the Ontonagon mill and when the 
Wallace laboratory closed its equipment had been 
moved the mill. The little tumbling digester 
was the Ontonagon mill when took over. 
(It has since been moved Jacksonville and set 
our newly completed laboratory building.) 
1946 the Tomahawk Kraft Paper Co. mill 
was acquired by National Container and as he 
had devote much time supervision tech- 
nical control and development four widely 
separated mills was given the title 


Now entirely new mill being engineered 
for site near Valdosta, Ga. But the company 
Retirement Plan catching with him and 
feels his days are numbered. would not retire 
voluntarily having too much fun, but 
feels the rules the game will soon rule him 
out. One cannot beat “Old Anno Domini.” 
During his thirty-five years the pulp and paper 
industry has enjoyed most all training new 
men the techniques mill control and devel- 
opment. only there might some place where 
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(and engineered stay that way) 


Controlled Flow uniform, 
positive fibrillation 

Pressurized bedplates 

tons bedplate pressures 

Centralized bedplates assure 
100% roll-bedplate contact 

Highest effective inch cut 
potential 

Horizontal roll oscillation 
makes bars self-honing 


Lowest maintenance cost 


Tailored-to-your-plant, 
low-cost installation 


Spherical anti-friction 


THE Controlled Flow VICTORY BEATER hori- 

capacity zontal oscillation the roll over the centralized, 
hydraulically-controlled bed plates provides automatic 
honing, eliminates ridging and keeps the bars smooth. Bars 


are always perfect shape assure uniform stock treat- 
ment. This unique feature also reduces maintenance and 
operating costs minimum. 


VICTORY BEATERS are made two styles: (a) Single Roll units for handling batches small 
500 pounds. (b) units with two, three more rolls for treating 100, 150, 200 more tons 
per day continuous production basis. The superiority the Controlled Flow VICTORY BEATER 
matter on-the-job performance records some the largest paper producers. All 
the facts are available for your examination. Write, wire phone today for Booklet T452 


THE NOBLE WOOD MACHINE CO. 


Paper Mill Machinery 
HOOSICK FALLS NEW YORK U.S.A. 


Mid-West: Ronningen Engineering Sales Mich. West Coast: Dan Charles Agency 706 Jones Seattle Wash. 
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could continue mingle with young men and 
seek inspire them with the love feels for 
our amazing industry which in spite of all prog- 
ress toward application exact science can 
never entirely cease to be an art! 


John Thompson 


Paper Mills, Lufkin, Texas, 
Pulp Mill Superintendent. 


Experience: Has spent twenty-seven years in the 
following mills including the past eight years 
Southland, where has been superintendent for 
the last four years. Bastrop Pulp Paper Co., 
Bastrop, La., one year; Brown Paper Mills, West 
Monroe, La., fiive and one-half years; Southern 
Advance Bag & Paper Co., Hodge, La., six and 
one-half years; National Container Corp., Jack- 
sonville, Fla., three and one-half years; St. 
Mary’s Kraft Corp., St. Mary’s, Ga., two and 
one-half years. Mr. Thompson started as helper 
in the Wash Room and worked on most all pulp 
mill jobs during the time spent the various 
mills. was assistant superintendent South- 
land for three years before 
tendent. 
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Otha Winningham 


National Container Corp., Mill Div., Jacksonville, 


General Superintendent. 


Experience: Mr. Winningham was born at Mil- 
lard, Miss., and attended the public schools 
Pearl River County. He completed high school 
Bogalusa and then tried his hand various 
occupations the lumber and paper mills Boga- 
lusa for about 15 months, working mostly in power 
departments, but he saw the need for more train- 
ing, and enrolled the Engineering School 
the Mississippi State College. 1929 started 
the mechanical department the Mobile Mill 
of Southern Kraft Corp., went on to the finish- 
ing department Everett Pulp Paper Co., 
Everett, Wash., and then acted as shift engineer 
the Camden Mill Southern Kraft Corp. 
Upon leaving Camden, Ark., became oper- 
ating engineer Gaylord Container Corp. back 
in Bogalusa, where he remained until 1938 when 
joined National Container Corp. Jackson- 
ville, where now holds the position general 
superintendent. 


Robert Burnett 


Crossett Paper Crossett, Ark., 
Paper Mill Superintendent 


Experience: Started career papermaking 
1929 the Louisiana Mill the International 
Paper Co., Bastrop, La. Worked for three years 
as a roll finisher and plugger before transferring 
over the Bastrop Mill 4th hand the 
number two machine. Progressed up to machine 
tender this paper machine. 

Left the International Paper Organization in 
1938 come Crossett back tender the 
number one machine, now known as the Trail- 
blazer. Except for brief three months’ period 
machine tender the number three machine 
the International Paper Springhill Mill, has 
been the Crossett Paper Mills ever since. 

1939 was advanced machine tender and 
1944 was promoted paper mill tour 
this job had supervision over both the old 
cylinder machine making various board grades 
and the number one paper machine. 

was made assistant paper mill superintend- 
ent in 1946 and the following year, 1947, became 
paper mill superintendent, the position that he 
now occupies. 

The high spot his papermaking career was 
the experience of helping in the design and start- 
up of Crossett’s new lightweight, high speed num- 
ber two paper machine, the Pioneer. This was 
the first machine in the South having a suction 
pick-up roll and clover leaf press section. Since 
getting the kinks smoothed out, they have had this 
machine 1930 feet per minute for extended 
operating periods. They have consistently oper- 
ated 1800 feet per minute. Needless say, 
they are quite proud the record that has been 
made on this machine on basis weights as light 
twenty pound, 


David Edmisten 


Southland Paper Mills, Lufkin, Texas, 
Superintendent Power 


Experience: Twelve years Southern Paper 


Mills, Inc.—ten years superintendent power, 
two years shift foreman; five years Engi- 
neering Division, Texas State Board Control 
Maintenance Construction; four 


Operation, 
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years construction work power plants tor 
United Engineers & Construction Co., Fegles Cop. 
struction Co., University Texas, City Aus. 
tin, Brown Root Construction 


three years 
welding and machine shop 


Wilbur Orr 


St. Regis Paper Co., Kraft Div., Pensacola, 
Pulp Superintendent 


Experience: New York State College of Forestry 
1937; Lowe Paper Co., 1938; St. Joe Paper Co., 
1940; Hollingsworth and Whitney Paper 
1942; St. Regis (Florida Pulp Paper Co.) 
date. Laboratory two years—balance in bleach 
plants and pulp mills. 


Robert Phinney 


Container Corp. of America, Fernandina, Fic., 
Plant Manager 


Experience: Graduate, University Cincinnati 
1930 M.E.; May 1930-Nov. 1931—General Elec- 
tric Co. (Plant Construction Section), 
Wayne, Ind.; Nov. 1931-Aug. 1937, Container 
Corp. America, 404 North Water St., Chi- 
cago, Ill., power plant engineer till 1934, then 
plant engineer, Aug. 1937-present, Container Corp. 
America, Fernandina, Fla., plant engineer, gen- 
eral superintendent and plant 


Weiss 


The Buckeye Cotten Oil Co., Chemical Pulp 
ivision, Superintendent 
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and material features various types, i.e., cantilever, rollout, 


fixed, adjustable, etc. 


Downingtown’s long experience, since 1880, building paper 


making machinery has enabled recommend refinements 


and special design features meet the usual unusual 


problems paper formation and production. result 
nnati 
Downingtown Fourdriniers are conserving pulp, paper, 
Fort 
power, material and labor. 
Chi- 
then 
Ask your Downingtown Sales Engineer submit plans 
and performance data for modernizing your present pa- 


per machines with Downingtown Fourdriniers 


MODERNIZATION CONSERVATION 


DOWNINGTOWN MANUFACTURING COMPANY, DOWNINGTOWN, PA. 
Pacific Coast Representative: John Roslund, Pacific Building, Portland Oregon 
Downingtown Fibrepulper, Manufactured Canada Waterous, Limited, Brantford, Ontario 


FOURDRINIERS 


Superintendents 
Downingtown builds fourdriniers incorporating advanced designs 
(ay | 


Section 


Experience: Head Plant Development Section 
and Plant Production Problems—1933 to 1947; su- 
perintendent, Chemical Pulp Division—1947 
date. 


The Brown Paper Mill Co., Inc., Monroe, La., 
Pulp Mill Superintendent 


Experience: Seven years with the Brompton Pulp 
& Paper Co., East Angus, Que. One year as 
tour foreman for Aroostook Pulp Paper Co., 
Van Buren, Me.; five years pulp mill super- 
intendent for the Deerfield Valley Paper Co., 
Wilmington, Vt.; one and one half years with 
the Federal Paper Board Co., as superintendent 
of their mills at Reading, Pa., and Rossman, 
Y.; the past twenty-six years pulp mill su- 
perintendent for The Brown Paper Mill Co., Inc., 
Monroe, La. 


Mizell 


Crossett Paper Mills, Crossett, Ark., 
Pulp Mill Superintendent 


Experience: Seven years—Southern Kraft Corp., 
Bastrop, La., Camden, Ark., Mobile, Ala., and 
Panama City, Fla.; one year—Union Bag, Sa- 
vannah, Ga.; one year—Southern Advance, Hodge, 
La.; fifteen years—Crossett Paper Mills, Cros- 
sett, Ark. 


Murphy 


The Tennessee 


Mills, Chatta Tenn., 
Vice-Presiden 


and Production 


Experience: Mr. Murphy sixty years old and 
has forty- three years’ experience in paper and 
board mills, His first experience was Par- 
sons, Va., went Bogalusa, La., 
with Louisiana Fibre Board in 1913; from there 
to Sorg Paper Co. as machine tender. He was 
there nine months, and eighteen months at Hutch- 
inson, Kansas. Then eighteen months machine 
tender and tower boss at Tonawanda Board at 
Tonawanda, and 1917 went build 
The Tennessee Paper Mills at Chattanooga, Tenn., 
as superintendent. In 1919 he went to St. Marys, 
Ohio. Rebuilt that mill then rebuilt the Franklin 
Board and Paper Mill Franklin, Ohio. Then 
returned Chattanooga 1927 production 
manager The Tennessee Paper Mills. Rebuilt 
this mill and added another machine. He is now 
vice-president and production manager. He is the 
inventor the Shartle Junk-Remover, the Se- 
lectrap and the Downingtown Extractor Rolls, etc. 


PAPER TRADE JOURNAL 


construction work. Was employed with Florida 
Pulp and Paper Co., Pensacola, Fla., 1941 
a tour foreman, a position he held until 1948 
when, through expansion, was transferred 
their No. mill paper mill superintendent 
start up the new mill. The Florida Pulp and 
Paper Co, later became part St. Regis Paper 
Co. His paper making experience has carried 
him through all Kraft specialties, both natural and 
color, all grades fourdrinier liner, sized and 
unsized with calender coloring, white papers 
most all grades, except the use of ground wood, 
Has helped and started eight fourdrinier ma. 
chines and one cylinder 
General Electric, Westinghouse, Harland and me. 
chanical drives. Is acquainted with most all 
kinds of refiners and agitation, also slow and 
free stock. present employed with St, Regis 
Paper Co., Pensacola, Fia., in the manufacture 
of multiwall bag and fourdrinier liner board, 


Paul Sherwood Fensom 


St. Joe Paper Co., Port St. Joe, Fla., Project 
Coordinator $25 million expansion 


Experience: Rueben Burton Metalcraft Co., 1925; 
B.S. at University of Richmond, 1931; M.B.A. at 
Harvard Graduate School of Business Administra- 
tion, 1933; Watkins Cottrell Co.—Wholesale Hard- 
ware; Richmond Delivery Service, president; St. 
Joe Paper Co., 1940— has worked short time 
on every job in mill and at various times filled 
in as woodyard and woodroom superintendent, 
labor foreman, accountant, office manager, gen- 
eral superintendent, and industrial engineer (in- 
cluding approval all purchases). 


Jones 


St. Regis Paper Co., Pensacola, Fia. Division, 
Paper Mill Superintendent. 


Experience: Started to work in the paper indus- 
try with Gaylord Container Corp., Bogalusa, 
La., 1925. Worked through machine tending 
extra tour foreman from 1925 1938 except 
for short time with Southern Kraft Mobile, 
Ala., as a backtender. After leaving Gaylord 
the second time, worked for the Mead Corp. at 
Port St. Joe, Fla., who at that time were the 
operators Port St. Joe Paper Co., tour 
foreman for two and one-half years, ending in 
1940. Worked one year with Rust Engineering 


William Webster 


National Container Corp., Jacksonville, Fic., 
Vice-President and General Manager. 


Experience: Graduate Chemical Engineer, U. of 
P., 1915; Dill & Collins Co., Philadelphia, Pa.; 
Brown Co., Berlin, N. H., 1915-17; then Army; 
Dill Collins Co., Philadelphia, chief chemist, 
plant engineer and assistant general manager, 
1919-27; J. O. Ross Engineering Corp., Wagner 
Recovery Furnace Development, 1927-36; St. 
Regis Kraft Co., Tacoma, Wash., 1936-40, gen- 
eral superintendent; Brunswick Pulp & Paper 
Co., Brunswick, Ga., plant manager, 1940-46; 
Container Corp., Jacksonville, Fla., vice- 
president, general manager, director since 1951, 
in charge of all mill operations. 


Tom 


St. Joe Paper Co., Port St. Joe, 
Construction Mana er—Assistant Vice- 
President. 


Experience: Four years working various 
partments the St. Joe Paper Co. Two years 
Engineering Department. Three years Navy. 
Two years master mechanic, two years assistant 


mill superintendent, one year 
ger. Graduate Mechanical Engineering, 


sity Cincinnati. 
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Cut your costs with Plaskon Aminoplast 


Why pour out needless dollars for wet strengthening paper can turned out low cost. 

when Plaskon Aminoplast 348-11L can cut your would like you see for yourself how Plas- 
costs substantially? For example, leading paper kon Aminoplast can improve your cost picture. 
mill reports savings dollars per ton wet- supply you with enough Aminoplast make 
strength paper made with Aminoplast! test run your mill, cost obligation you. 


addition only Aminoplast may in- you are interested 
crease the wet strength your paper 400%. lower cost, write for free technical bro- 
Plaskon Aminoplast can used with any giving the advantages Plaskon Aminoplast. 
stock, and since unnecessary use alum with And ask for details how you can arrange for 
Aminoplast, excellent high-absorbency, wet- run your mill. 


One the world’s largest manufacturers urea resins. 
Also manufacturers boxboard adhesives, 


tub-sizing resins, abrasive binders, resin adhesives and 


Division, Libbey Owens Ford Glass Co. 
FOR HIGHER WET STRENGTH AT LOWER COST | | 
Please send your free Aminoplast technical brochure. 
NAME 
PLASKON DIVISION 
LIBBEY OWENS FORD GLASS COMPANY 
Toledo 6, Ohio 
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Barlow 


Gulf States Puper Corp., Tuscaloosa, 
Paper Mill Superintendent. 


Experience: Started winder 1922. Came 
and was night superintendent from 1930 
1946. Then made paper superintendent, the po- 
sition now holds. 


Brister Pierce 


Chief Engr., Gaylord Container Corp., 
Bogalusa, La. 


James Rhodes 
Supt., Volney Felt Mills, Houston, Texas. 


Carl Manske 


Machine Room Foreman, Paper 
Mills, Lufkin, Texas. 
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St. Regis Paper Co., Kraft Paper Division, 
Pensacola, Fla., General Superintendent, 


Experience: years the paper industry, be. 
ginning chemical engineer laboratory, work. 
ing successfully through position chemist, chief 
chemist, pulp mill tour foreman, pulp mill super. 
intendent, assistant general superintendent 
general superintendent. 
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THE MANCHESTER 
MACHINE COMPANY 


1712 CENTRAL AVENUE MIDDLETOWN, OHIO 
SPECIALISTS PAPER MILL MACHINERY AND COMPLETE REPAIR SERVICE 


Superintendents 


Manchester 
Suction Drum Roll 
will help you! 


You will also get: BIGGER PROFITS INCREASED PRODUC- 
TION LONGER FELT LIFE CLEANER FELTS FASTER DRYING 
RATE BETTER BUYER ACCEPTANCE YOUR PRODUCT 
will glad supply complete information 
without cost obligation. 


Few Other Manchester Products 
Drum Winders + Adjustable Shake Motion + Pope Type Reels + Suction 
Press Rolls + Size Presses + Paper Machine Drive + Drilled Suction 
Couch Rolls « Cylinder Moulds « Complete Fourdrinier « Roll Grinding 
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Send for this 
Illustrated Book 
Paper Mill 
Cleaning 


Use Coupon below 
for Your FREE Copy 


our latest PERMAG Book for 
Paper Mill cleaning operations are 
shown the better ways for— 


Slime Removal 

Cleaning Felts 

System Clean-up 

Cleaning Pumps 
rolls 
suction boxes 
and all other mill 
cleaning operations. 


PERMAG Compounds quick 
thorough economical job and are 
used leading mills throughout 
the United States and Canada. 


This Book has been well received. 


Send for it. 


Magnuson Products Corp. 
Mfrs. Specialized Cleaning Compounds for Industry 


in Canada: Canadian PERMAG Products Ltd. 
Montreal 


Magnuson Products Corp. 


Please send Free PERMAG 
Paper Mill Cleaning Operations. 
Name 


Title 


Firm 


INDUSTRIAL AFFILIATES 
COMMITTEE 
(1951-1952) 


Industrial Affiliates 


Metcalfe, 
Ross Engineering Corp., 
350 Madison Ave., 
New York 17, 


Walter Morehouse, 
Chemical Co., 
Essex St., 
Harrison, 


Burke Morden, 
Morden Machines Co., 
445 Pacific Bldg., 
Portland, Ore. 


Arnold Plier, 
Murray Manufacturing Co., 
1002-1024 3rd St., 
Wausau, Wis. 


Edward Gillan, 
Anheuser-Busch, Inc., 
721 Pestalozzi St., 
St. Louis Mo. 


Bauer, 
Ciba Co., Inc., 
Greenwich Morton St., 
New York, 


George Docherty, 
Holyoke Wire Cloth Co., 
649 Main St., 
Holyoke, Mass. 


Poirier, 
Poirier Control Co., 
Western Ave., 
Waterville, Me. 


Louis Allis, Jr., 
The Louis Allis Co., 
427 Stewart St., 
Milwaukee Wis. 

Spoehr, 
The Harper Co., 
8200 Lehigh Ave., 
Morton Grove, 


Allan Hyer, 
The Bagley Sewall Co., 
101 Pearl St., 
Watertown, 


Harry Weston, 
111 West Washington St., 
Chicago 


Divisional Representatives 
(1951-1952) 


Connecticut Valley 


Horton, 


South Norwalk, Conn. 


Miami Valley 


Tany Agronin, 
Shartle Bros. Machine Co., 
Middletown, Ohio. 


Appleton builds 
finest finishing rolls available 
complete range sizes and 


fillings meet every finishing 


requirement. 


PACIFIC COAST SUPPLY 


America’s 


Finest 
Family Circle 


The family circle formed Appleton 
Machine Company Products has the well- 
earned title Since 
1883, Appleton Machines have given 


Sales Representatives 
Castle and Overton, Inc., 630 Fifth Avenue 
New York 


Superintendents 


superior service the pulp and paper 
industry everywhere. Write today for 
complete information Appleton Mach- 
ine Company Products. 


COMPANY 


Section 


Michigan 

Howard Vanderberg, 

1920 Westnedge, 

Kalamazoo, Mich. 
Mfg. Co., Decatur, 


New York-Canadian 


Frank McBrearity, 
Box 
Chittenango, 
(Representative Manhattan Rub- 


ber Div., Raybestos-Manhattan, Inc., 
Passaic, J.) 


LINDSAY HAS MADE 
QUALITY WIRE CLOTH 
FOR THE MANUFACTURERS 
PAPER 


Northeastern 


Don Hall, 
Leonard St., 
Portland, Maine. 


(Representative Eastwood- 
Nealley. Corp., Belleville, J.) 


Northwestern 

4369 Woodland Ave., 
Western Springs, 


(Representative Hooker-Electro- 
Chemical Co., Niagara Falls, 


PAPER 


THE LINDSAY WIRE WEAVING COMPANY, CLEVELAND 10, OHIO 


* 


CHAS. PENNINGS, JR.. 
CORWIN JEWELL 
HARRY HULMES 


England 
New York (state) 


Middle Atlantic 


WILLIAMS-GRAY COMPANY Southern, Central and Western States 


PAUL FOSTER 
PETER TALBOT 


ROSS LAWRENCE 


HERBERT FISHBURN 
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Pacific Coast 


Wilcox, 

Electric Steel Foundry Co., 
2141 25th Ave., 
Portland 10, Ore. 


Pennsylvania-New Jersey-Delaware 


John Dieffenderfer, 
Hercules Powder Co., Inc., 
Wilmington, Del. 


Southeastern 


George Hardaker, 
Route Box 126, 
Asheville, 
(Representative Lockport Felt 
Co., Newfane, Y.) 
Southern 
George Witham, 
214 Upham St., 
Mobile, Ala. 
(Representative Orr Felt 
Blanket Co., Piqua, Ohio.) 


What the Association 
Means 
the Paper Industry 


The making pulp and paper con- 
stitutes one the great basic 
tries the world. the United 
States alone represents industry 
with invested capital more than 
three and half billion dollars. This 
investment spread over the 
erties more than 550 firms which 
turn operate approximately 740 pa- 
per mills and 240 pulp mills. 

These mills 1951 produced about 
million tons wood pulp and 
million tons paper and paperboard. 
addition, importation woodpulp 
into the country during 
amounted more than 2,100,000 tons, 
and newsprint imports totaled about 
9,900,000 tons. 

nages woodpulp, and paper and 
paperboard requires enormous vol- 
ume pulpwood, wastepaper, rags, 
straw, rope and other fibrous materials 
—also wide variety and tremendous 
quantities non-fibrous raw 
als, such sulphur, salt cake, soda 
ash, lime, liquid chlorine, 
alum, dyestuffs, and many others. 
also requires equipment that runs the 
gamut from monkey wrench 
large steam generating plants, giant 
turbines, huge digesters for the 
cal reduction wood papermaking 
fiber, and enormous papermaking ma- 
chines. 

The industry, sixth largest based 
value added manufacture, stands 
first among all industries 
used per ton product; third total 
installed kilowatt generating capacity; 
and fourth annual consumption 
electricity. the average there 
hp. electrical and mechanical 
energy pulp and paper mill for 
each mill employe contrasted with 
7.2 hp. for all manufacturing indus- 
tries the United States. 
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Plus 10% increase 
production 


That’s the record 3-machine Mexican Mill,* after installing 


the Jones equipment shown the flow-chart above. 


Three Jones High-Speed Refiners and one Standard Jordan 


replaced two 250-h.p. refiners and two 150-h.p. Jordans when this 


MR. VICKERY, 
Sales Manager 
Jones Sons Co., says: 


mill modernized the stock preparation for its largest paper 


machine making about t.p.d. sulphite bonds and 


t.p.d. manifold papers. “This example, typical many our 
files, helps explain the popularity this 
versatile, highly economical refiner. More 
producing equal better quality papers. Why don’t you find 1000 these ‘mighty mites stock 
preparation’ have been sold (not including 


quality controls? Ask your Jones representative write 1935.” 


for Bulletin EDJ-1011B. 


*Name request 


The new installation has increased production 10% while 


out what the Jones High-Speed Refiner can for your cost and 


Massachusetts 


BUILDERS QUALITY STOCK PREPARATION MACHINERY 
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THE BAILEY MIXER SERVES THE PAPER INDUSTRY 
SPEED PRODUCTION, CUT COSTS AND 
INCREASE EFFICIENCY. 


for stock bleaching 
mixing wet coatings 
For plant expansion for modernizing dry blending 


THE BAILEY HEAVY DUTY MIXER 


designed for addition and blending 
bleach liquors into stock for high-density 
bleaching well for groundwood perox- 
ide chlorine hypochlorite bleaching. THE 
BAILEY MIXERS are used 
for dry blending coating materials prior 
addition adhesives. 


Scientifically designed and proof 
tested BAILEY MIXERS are used 
and recommended 
largest paper milis . . . known for 
heavy duty construction. 
Made of all welded steel plate, 
stainless steel, monel, aluminum, 
any other metal alloy 
specified. 


ROUNDED CORNERS 


For quicker—more complete cleaning to 

prevent color and formulation contamina- 

tion. All interior surfaces are smooth... 

no dead spots in the mixing operation. 
Designers and builders of mixing, sifting, pulverizing, and related equipment in 
standard designs and for special requirements. 
SEND FOR COMPLETE INFORMATION and find out why Bailey Mixers give 
longer and faster service, and trouble free operation. 


Bailey Co., Inc. 


West 42nd Street New York 18, New York 


Plain Wrapped 98% End-Sealed 
the Mills Now 
Mechanically Wrapping 


toilet tissue towels 
are doing 


Dependable Lowest 
Production Maintenance 


Roll Wrappers 
The LAWTON COMPANY DePere, Wisconsin 


Plank 


APPLETON, WISCONSIN 


DANDY ROLLS 
WATERMARKING 


PAPER TRADE 


What The Superintendents 
Association 


The Association organization 
pulp and paper mill executives who 
are interested primarily ways and 
means solving non-competitive prob- 
lems relating the production proc. 
esses the pulp and paper industry 
and the operation pulp and paper 


Management, commonly throughout 
the industry, delegates the 
ity mill production, well the 
authority for getting it, the 
intendent. Therefore, lot “know 
how” the part the superintendent 
essential the most efficient use 
all materials going into processing, all 
the equipment used 
auxiliary it, and most all, 
man-power. 

The Superintendents Association, 
since its very inception, has been sup- 
plementing the formal education and 
practical experience superintendents, 
engineers, technical men, and others 
the pulp and paper industry with more 
practical and technical 
This information, passed the in- 
dustry, numerous ways has 
and continues serve the building 
greater and more efficient man- 
ufacturing industry. 

Membership the Association 
made largely men with such 
titles general superintendent, mill 
superintendent, production manager, 
production superintendent mill mana- 
ger, manager manufacturing, super- 
intendent, superintendent paper mill, 
sulphate superintendent, sulphite 
perintendent, plant engineer, power su- 
perintendent, assistant general superin- 
tendent, etc., etc. addition, there 
engaging listing presidents, 
vice-presidents, general managers, and 
other official and executive personnel. 


Greatest concentration member- 
ship the pulp and paper producing 
areas the United States—the South, 
New England, Middle Atlantic States, 
the Midwest, and the Pacific Coast, 
and Canada. scattering mem- 
bers also found South America, 
England, Sweden, Hawaii and Aus- 
tralia and Mexico. 


History the Association 


The Association was organized 
June 3-4, 1919, the City Hall, Ap- 
pleton, Wisconsin, small group 
men, largely production executives 
some the Wisconsin pulp and 
paper making firms. was not long 
before the idea took root within other 
pulp and paper producing areas, and 
out this interest came the 
tion divisional groups, under the 
sponsorship the national 
tion, take all the United States 
industry and part Canada. 

Fred Boyce the Wausau Paper 
Mills Company, Brokaw, 
was the first active president the 
Association. Serving three 
years (1919-1921), well actively 
participating the affairs the 
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Building ’Em BIG and Building 


Things are really humming 
these days the Moore 
White plant. Complete Four- 
drinier and Cylinder machines 
have been built, are being built, 
and will built—as fast 
such mechanical mammoths 
can built. 

the plants some the 
nation’s leading paper and 
board manufacturers, recently 


built Moore White machines 
are now operation turning 
out the material needed 
meet the zooming demand 
business and industry—and 
doing with the efficiency 
that spells profit. 

Work progress the 
Moore White plant today— 
the machine tools and 
the drawing boards—includes 


complete paper-making ma- 
chines for new customers and 
for customers who have long 
known that there’s place 
like Moore White for get- 
ting things done, big small. 

Whatever your need for 
paper-making machinery, drop 
your problem our lap—if 
you can catch sitting down 
long enough for that. 


The MOORE WHITE Company 15TH STREET AND LEHIGH AVENUE PHILADELPHIA 32, PA, 


CUSTOM-BUILT MACHINES FOR PAPER MAKERS 
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—all fraction the 


and fitted with new cyl- 
Ask for details. 


new 


journals looked like junk after years 


(custom metallized) 


wise way 


looks and works 


ders, 
cost new journals and hollow cast-iron shaft. 


THE HAYDEN WIRE WORKS, Inc., Sylvan, Springfield, Mass. 


ing service. 


HAYDENIZED 
uld 


Toda 
der 


hard, corrod 


sociation even this day, long ago 
earned for the him the affectionate 
title “Father the Superintendents 
Association.” 


Industrial Affiliates 


From the very beginning the As- 
sociation, much support has been given 
firms and individuals asso- 
ciated with allied industry. This sup- 
port, for some years and large meas- 
ure, came revenue obtained from 
advertising the Yearbook and Pro- 
gram and from the sale exhibition 
space annual meetings. 

closer participation the allied 
industry, however, came about 1940 
through the establishment the Allied 
Industrial Affiliates Plan. This plan 
permits suppliers affiliate with the 
Association granting them certain 
committee and advertising privileges. 
Affiliates Committee cooperates 
with Association officials planning 
and carrying out projects mutual 
interest. 

Joint project committees work regu- 
larly number mill problems. 
Likewise, Affiliates’ representatives 
contribute markedly their special- 
ized knowledge divisional and na- 
tional meetings. Such cooperation has 
worked and continuing work 
the benefit the entire industry. 

The present list Affiliates 
important cross-section industrial 
suppliers who find the pulp and paper 
industry very worthwhile market for 
their products. 


Services Association 


The Association issues two annual 
publications. One these publications 
the Yearbook which contains com- 
plete proceedings the annual con- 
vention for the specified year; the 
other, the Directory Members and 
Affiliates. 

Special publications monographs 
also have been, and will continue 
be, published the Association from 
time time. Among the monographs 
which have been published are: Bulle- 
tins Industrial Relations (1943), 
Handling and Shipping Practices 
the Paper Industry (1944), Chemicals 
Used the Paper Industry (1948), 
Preventive Maintenance Pulp and 
Paper Mills (1948), and Code for Safe 
Operation Paper Mill Dryers (1948). 
Numerous other publications have been 
issued the Association over period 
years but for the most part these 
hooks, pamphlets, etc., are out print. 

Another project carried out under 
the auspices the Association but 
sponsored John Bolton and 
Sons, Inc., the Bolton Award Con- 
test. Started 1944, this contest, open 
all members and nonmember super- 
intendents North American pulp and 
paper mills, was established for the 
purpose fostering exchange 
ideas subjects common interest 
superintendents the paper indus- 
try, and preserve them perma- 
nent book form. The first book, funda- 
mentally text Personnel Prob- 
lems, was published 1945; the sec- 
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INTERNATIONAL WIRE WORKS 


Fourdrinier 
Wires 


MENASHA, WISCONSIN 


"Excellent for 


Cleaning PIPE— 


“stock lines, vat lines, white water 
lines, plunger type stock pumps, cyl- 
inder vats, suction boxes and other 
pipe lines.” 

Paper mills also depend 
Hydro-Air Cleaner scour the stock 
off machine frames, screens, rolls, 
unbelievable speed—saving 90% 
cleaning costs, and saving chemi- 
cals. 

Write for Bulletin “P.” Hydro Sili- 


Section 
+ 
4 
-AIR 


ROTARY 
FOR REBURNING LIME SLUDGE 


illustration above shows modern, efficient, Smidth 
Rotary Kiln for reburning lime sludge the plant the 
West Virginia Pulp Paper Co., Charleston, South 
Carolina. 

Smidth Co. are specialists the design and 
manufacture rotary kilns and have furnished numerous 
installations many countries for burning lime, lime 
sludge, dolomite, magnesite, cement, ores, etc. 


RNAL Most Useful Paper Superintendents 
tock 
olls, 


WISCONSIN 


ace 
WIRES 


Over Years Service 


WISCONSIN WIRE WORKS 


APPLETON, WISCONSIN 


How 
Foremen Can Help Management, ap- 


ond, 
peared The third book, is- 
sued 1948, treats the subject 
Safety. 

One copy the Yearbook, Direc- 
tory Members, and certain other 
the publications goes each member 
the Association the time print- 
ing. 

Every mill member the Associa- 
tion entitled such help right- 
fully can expected the Associa- 
tion staff the handling specific 
mill problems. The staff will pleased 
liaison for any member desirous 
experience data, the information that 
wanted not confidential na- 
ture. 

The Association also position 
work with the Industrial Affiliates 
the end that the market offered 
them the pulp and paper industry 
can approached with greater under- 
standing and efficiency. 

Some job placement undertaken 
the Association. This work done 
for both mills and members where cir- 
cumstances warrant. 

Another service the Association 
its membership, that supplements 
the annual meeting, program 
divisional meetings. Each division 
schedules series meetings each 
year make easier for its members 
benefit from the activities the 
Division and the parent Association. 


Divisions Organize 


Michigan was the first division 
organized July and 11, 1919, 
Kalamazoo, Mich. 

Coughlin was elected chair- 
man, Luther Parker, vice-chairman 
and George Pountain, secretary-treas- 
urer. 


Northwestern Division’s organization 
meeting was called July 31, 1919, 
the Beaumont Hotel, Green Bay, 
Wis. 

the August meeting, Cun- 
ningham was elected chairman; 
Mader, secretary-treasurer. 


Miami Valley Division was the third 
organizea Hamilton, Ohio, De- 
cember 1919. 

January 17, 1920, the following officers 
were elected: Rolfe, 
Latimer, secretary-treasurer. 

Northeastern Division was next or- 
ganized April 21, 1920, Portland, 
Maine. Hackett was named tem- 
porary chairman; was afterwards 
made chairman with Ingalls, 
vice-chairman and Karls, secre- 
tary-treasurer. 


Northern-New York Division became 
the fifth line and was organized 
Watertown, Y., April ,1920, 
with Ulrich temporary chair- 
man. Corwin Jewell was elected 
chairman; Lowell vice- 
chairman; and Hammond, sec- 
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retary-treasurer, 
known New 
vision. 
Connecticut Valley Division was 
ganized November 18, 1922, with 


This division noy 
York-Canadian 


cock, 2nd vice-chairman; Tom 


gan, 3rd vice-chairman; Kennedy, 
treasurer; and Bert Kent, 


Southern Division was organized 
April, 1924 New Orleans, La. 
Laftman was elected chairman; Max 
Hartman, vice chairman; 
Witham, secretary-treasurer. 

Southeastern Division was organized 
April and 24, 1925, Richmond, 
Va. Carl Magnus was elected chair- 
man; Ekberg, Ist vice-chairman; 
Thickens, 2nd vice-chairman; 
Ramsey, secretary-treasurer. 

Pennsylvania-New Jersey-Delaware 
Division was organized 
phia, Pa., February 1926. 
ficers elected were: Ramsey, 
chairman; Martin, vice-chair- 
man; Outerson, 2nd vice-chair- 
man; Bowers, 3rd vice-chairman; 
Yates, secretary; Ward Smith, 
treasurer. 

ganized Seattle, Wash., September 
1933. Robert Heuer was elected 
chairman, with DesMarais 


100 AND MORE TONS 


DAILY PULPED FINE SCREENED 
USING HORSEPOWER 


CORRUGATED WASTE PAPERS 


APMEW 
AQUABRUSHER 
PULPER BEATER 


(PATENTED) 


CENTRIFUGALLY CLEANS 
the PAPER STOCK 


APMEW, INC. 
P. O. Box 1, Glens Falls, N. Y. 


QUICK DELIVERIES ONE WEEK 
are usual for many APMEW Machines. 


The 
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MODEL 

CLARK-AIKEN GOEBEL SLITTER REWINDER 

FOR HIGH SPEED PRODUCTION ROLLS 
WITH REGULATED HARDNESS. 


Superintendents 


TOA WEDDING 


SPEED AND PRECISION 
The joining two names, Clark-Aiken and 
Goebel, long associated with advanced design 
and quality craftsmanship two continents, 
has produced production magic new line 
slitters and rewinders. your needs are 
exacting and production requirements are 
high, find happy and economical 


solution your problems this new line. 


will bring practical demonstration how 
Clark-Aiken equipment can perform profit- 
ably for you your slitting, rewinding and 


sheeting operations. 


CLARK-AIKEN GOEBEL 


MANUFACTURED AND SOLD 


THE COMPLETE LINE 
HIGH SPEED PRECISION 
CUTTER-LAYBOY UNITS, 
SLITTERS AND REWINDERS 


THE COMPANY 
LEE, MASSACHUSETTS 


» Ma. ~_ \ 
adel- 
éS. 
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Calling all Mills! MAKERS 


Quality. 


KNOW FROM 


EXPERIENCE 


THAT 


STARCHES 
AND 
GUMS 


MEET 


THEIR 


SPECIFIC REQUIREMENTS 


Here the problem—and the older your 
machine the greater the problem. 

When you order felts, they Orr felts 
any other make felts, out and obtain 
accurate machine measurements—and put 
those new measurements record for 
future use. 

This particularly important when order- 
ing felts for old machines that may have 
been rebuilt some time the past. 

this and you will save yourselves lot 
trouble—avoid receiving felts that not 
having return them for cor- 
rection—and reduce the felt manufacturer’s 
worries the bargain. 


Orr-Chem chemically treated felts 
An-Bac anti-bacterial felts 
standard untreated felts 


CLINTON FOODS, INC. 
CLINTON, IOWA 


CLINTON 
THE ORR FELT BLANKET 
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your pulleys will drive your machines 
only well your belts drive your pulleys 


SS 4 


28-inch 3-ply Heart Oak leather 
belt with fixed idler, in woolen 


belting for more production power 


Get Graton Knight “Live Traction” Leather Belt 
because engineered transmit maximum uniform 
horsepower correct speeds and sustained R.P.M. 
with ample reserve for load peaks, and “fluid drive 
action” absorb starting torque and load shocks. 

For tough conditions, cross, shifter and idler drives, 
HEART OAK top grade center stock oak tannage. For 
short center, small pulley, cone pulley and serpentine 
drives, RESEARCH® premium quality. For 
ambient conditions (steam, oil, water, acid and alkali 
fumes) SPARTAN® combination tannage Whatever 
your conditions, you’ll get more production-power with 
Graton Knight Engineered Leather Belting. 


and keep your 
belts pulling for you 


Stop belt slippage prolong belt 
life with GRAKO® CLEAR Belt Dress- 
ing, result 100 years experience 
leather tanning and belt 
Mm facture. Preserves and lubricates the 

fibres. Pint, quart and gallon cans 
5-gallon and drums. 
Send for circular. 


New Belting Catalog and Manual shows how get more production-power 
with leather belting. Our representative will deliver your (free) copy upon request. 
GRATON KNIGHT COMPANY, Worcester Massachusetts. 


engineered leather belting 


more production-power 


second centu 


1851 


if 
you want more production 
A 
Estab. 


A-4 Aniline press licks costly 
register material 
breakage stoppages 


Manufacturers, converters, and commercial 


printers herald this modern pressroom genius for 


MATERIAL TEAR 
STRETCH 


Large, single tympan roll 
— measured unwind and 
rewind with exclusive 
H-S dancer rolls keep 
tension even — perfect 
register all 


its ability keep production lines moving with 
less costly slow-downs than ever before. Ideal 


for high speed quality printing materials with 


low tensile strength that break and tear—Indispensable 


for meeting the special problems cellophane, 
polyethylene, plastic film and foils where exceptional 


stretch and expansion prevalent. 


CHECK THESE PRODUCTION ADVANTAGES 


HUDSON-SHARP 


60-inch single tympan roll Color throw-outs—no wash-up 
Perfect tension sheet control Continuous smooth drive operation 


Installed between Press 
and Ist Dryer. Heat applied 
both sides the web. 


Simple, economical means 
increasing drying capac- 
ity. Installations include 
automatic controls and 
safeguards. 


Write for bulletins. 


Red Ray Manufacturing Co., Inc. 
455 45th St., New York 36, 


Section PAPER TRADE 


Most Useful Paper Superintendents Section—147 


slime, 


with Pont 


FUNGICIDE AND BACTERICIDE 


Solutions bled into the system, start 
immediately kill slime organisms throughout. 


“Lignasan” prevents slime build-up pipes, 


screens, chests, headboxes preserves slush pulp, 


REG. PaT. OFF 


coating compositions and papermakers’ alum. aid 
clean systems all paper and paperboard mills. Chemicals Department 


Low concentrations make “Lignasan” econom- Pont Nemours Co. 


oz. are usually enough control ton Wilmington, Delaware 


fiber. For full details, write today. Pont 
Nemours (Inc.), Grasselli Chemicals Dept., 


Wil BETTER THINGS FOR BETTER LIVING 
Delaware. 


THROUGH CHEMISTRY 


148—Superintendents Section 


NEARLY 


300 


BAUER REFINERS USE 


SEMI-CHEMICAL JOBS ALONE 
(as May 1952) 


Four the nine Refiners board mill where these 
machines all the refining semi-chemically cooked chips. 


Equipment for Pulp and Paper Mills 


Double-Disk Refiners 
Single-Disk Refiners 
Mead Laboratory Beater 
McNett Fiber Classifier 
Attrition Mills 

Hammer Mills 
Laboratory Mills 


Magnetic Separators 


Ask for literature and data 


THE 
BROS. CO. 


Established 1878 


1758 SHERIDAN AVE. 
SPRINGFIELD, OHIO 
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here’s how WALDRON 
works with you 


develop NEW PRODUCT 
improve your PRESENT PRODUCT 
increase your OPERATING EFFICIENCY 


RESEARCH 


The most experienced staff 
development engineers 
plus the facilities our 
new modern pilot plant 
testing laboratory 
lish practical production 
procedures prior final 
machine specification. 


ENGINEERING 


engineering staff with 
the knowledge and data 
gained from century and 
more experience with 
processing problems, 
proper, practical 
designing required 
equipment. 


MANUFACTURING 
You are assured the most 
modern and extensive 
manufacturing facilities 
for building your equip- 
ment from start final 
installation one plant 
under one responsibility. 


SERVICING 

After installation our large 
staff capable engineers 
all times available 
give you constant as- 
surance continuous suc- 
cessful operation your 
equipment for profitable 
production. 


will welcome opportunity discuss your plans 
problems with confidence, desired. 


Leaders Web Process Engineering Since 1827 
NEW BRUNSWICK NEW 


dependable equipment for 


SATURATING 


CASTING 


Y 
t 
EMBOSSING LAMINATING PRINTING 


most 
lities 
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GOING FISHING 


THIS VACATION? 


While packing your rods, reels and lures—in 
pleasant anticipation those big ones going 
catch—be sure tuck several entry blanks for the 
Tenax Fishing Contest! 

want have them handy—ready send 
your entry once and line for one the 
valuable prizes when the contest judges make their 
decision October. 

It's your contest, remember—open only employees 


paper, pulp and paperboard mills anywhere the 


U.S.A. So, get your entry blanks your own mill now 
let’s fishin’! 


BIG PRIZES! 
NATIONAL GRAND PRIZE 


Ist PRIZES $100 SAVINGS BOND 
2nd $50 SAVINGS BOND 

3rd PRIZES $25 SAVINGS BOND 


soon you catch whopper, send your entry! 


LOCKPORT FELT CO., NEWFANE, 


BIG 
final 


Section 


ANTI-FOAMING AGENTS 
EMULSIFIERS 
WETTING AND REWETTING AGENTS 
FELT WASHING COMPOUNDS 
DISPERSING AGENTS 
CLEANERS AND DETERGENTS 


Chemical Corp., Phila, 34, Southern 
Division: 1819 Spring Garden Street, Greensboro, N.C. 


Amalgamated 


the way speed your work 
and cut costs unloading, stacking 
rehandling pulpwood and logs. 
Blaw-Knox Pulpwood Grapples, like 
this one which picking 
tons one grab, are especially 
designed and built wide variety 
sizes and meet the exacting 
needs the Paper Industry. 


MORE AND MORE PULP AND PAPER 
COMPANIES ARE USING BLAW-KNOX 
PULPWOOD GRAPPLES 


leading pulp and paper 
companies have recently 
placed repeat orders for 
Blaw-Knox Pulpwood Grap- 
ples. Bulletin 2302 tells why 
on-the-job illustra- 
tions show how others are 
cutting rehandling costs. 
Send for your copy Bulle- 
tin 2302 today! 


BLAW-KNOX COMPANY 
2055 Bank Pittsburgh 22, Pa. 


BLAW-KNOX DIVISION 
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TRADITION 


SINCLAIR 


CYLINDER MOULDS 


SMOOTH SURFACE 
DIAMETER ACCURACY AMPLE SPIDERS SHRINK 
FIT SET SCREWS CENTRIFUGALLY CAST 
SHAFTS CORROSION RESISTANT RUGGED 
CONSTRUCTION DEPENDABLE WORKMANSHIP 


STANDARD and SPECIAL CONSTRUCTIONS 
INCLUDING 
RODS and WINDING WIRE 


Recover Cylinders Across The Country” 
THE SINCLAIR COMPANY 


APPLETON HOLYOKE, MASS. 


Fourdrinier and Cylinder Wires, Dandy Rolls, Stands and Drives 


Top Quality Service Top Quality Industry 


~ 


CONTROL 


23, 


The 


send for your free copy catalogue 


will pay you 
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LLon... 


STEIN HALL 


285 MADISON AVENUE NEW YORK 


EST. 1866 


technicians 
when you have 
STARCH GUM PROBLEMS 


McCarron—Miami Valley 


CONSTRUCTION? REMODELIN 


plan 


GLAZED TILE 


and CHESTS 


They are correctly engineered and expertly erected. 
impervious corrosion, keep contents clean, are 
ideal for processing operations, reduce friction flowing 
liquids, are easiest clean. Result? Lower storage and pro- 
cessing costs, minimum maintenance, long life. 


And the single tile unit made curved and straight, allow- 
ing wide variation types and sizes tanks and chests 
meet your particular requirements. 


Write today for complete information. 


TILE TANK DIVISION 
625 HARRISON ST., KALAMAZOO, MICHIGAN: 


INK 
AST 
GED 
y”” 
ry 
TANK and SILO COMPANY 
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MILLS 
STEAM PLANTS 


HYDRO-ELECTRIC 
DEVELOPMENTS 
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MEYER AND SONS COMPANY 


GENERAL CONTRACTORS 
Over Forty Years Paper Mill Construction 


ORGANIZATION, including equipment and competent supervision, always im. 


EQUIPMENT 
INSTALLATIONS 


FOUNDATIONS 
AND DOCKS 


Floors and Roofs. 


HANDLING THE SLURRY 
WITHOUT WORRY 


THIS 


FULL BALL BEARING STOCK PUMP 


Handling 500 gpm slurry job for pump that 
can’t stand up! And “Buffalo” Class “CL” Pumps like the 
above ARE standing they handle slurry—caustic— 
clay—milk lime—stocks consistency. Why? 
They have stuffing box that extra deep. Their husky 
over-hung impeller rigidly supported properly spaced 
ball bearings. The casing has renewable wearings rings. 
WRITE FOR BULLETIN 953-G, and see 
further reasons why these “Buf- 
falo” Stock Pumps give dependable service. 


INC. 


159 MORTIMER STREET BUFFALO, NEW YORK 
Canada Pumps Lrd., Kitchener, Ont. 


PROCESS INC. 


500 WOOLWORTH BUILDING WATERTOWN, NEW YORK 


CHEMICAL PULPING PROCESS 


Hot Acid Cooking and Recovery Systems 
Chemipulp—K-C Digester Circulating Systems 
Chemipulp—K-C Improved Acid Plants 
Digester Waste Liquor Gas and Heat Recovery 
Chip Pretreatment Preparatory Cooking 


Associated with 


CHEMIPULP PROCESS LTD. 


403 CRESCENT BUILDING MONTREAL, 


Pacific Coast Representative 


LUNDBERG 
308 ORPHEUM BUILDING SEATTLE WASH. 


Telephone 
Blackhawk 4400 


mediately available for quick repair work Dams, Bridges, all forms Water 
Power Development, the setting Heavy Machinery, and the rebuilding and 
repairing Stock Chests, Bleacher Tanks, Finishing Rooms, Digester Buildings, 


State Street 
Oshkosh, Wisconsin 


SAVE PRODUCTION 
with the QUICK CHANGE 


INSTALL-TYPE 
SYPHON 


AND YOU TURN THE PIPE 
Eliminate possibility losing vertical section 
when inserting dryer using New CRAM 
Syphon Tool. 


FEATURES 


@ ELIMINATES DIFFICULTY AND @ REDUCES STRAIN ON SYPHON 
EXPENSE OF BENDING Sy- PIPE AT STEAM JOINT BY RE- 
PHON PIPE. OUCING WEIGHT & LEVERAGE. 

@ ALLOWS BETTER REMOVALOF @ SIZE OF SUPPORTING PIPE MAY 
CONDENSATE AS INLET CAN BE GREATER THAN THAT OF 
BE PLACED NEARER THE VERTICAL LEG THEREBY RE. 
SHELL OF DRYER. OUGING TOTAL WEIGHT OF 

@ REDUCES DANGER OF Sy- SYPHON. 

PHON CONTACTING SHELL @ SATISFACTION GUARANTEED. 
OF ORYER OUE TO OSCILLA. 
TION OR VIBRATION. 


FIBER RESEARCH 
AND SERVICE 
Semi-Chem. and 
Chemical Pulp 
Processes 


Pilot Plant Facilities 


THE KINSLEY CHEMICAL COMPANY 
Cleveland 11, Ohio 
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Now you can 


PROLONG EFFICIENT LIFE 
CYLINDER MACHINE FELTS 


UNIVERSITY 
MAINE 


LECTURE SERIES 


will appear 


the 


November 14th, 1952 


Paper Co., Menasha, Wis. 


issue FELT PRESERVER UNIT 


Keeps Felts Soft, 
Open, 


PAPER TRADE JOURNAL 


Our revolutionary new unit keeps cylinder machine 
felts open-pored and soft, peak efficiency almost 
for life. Allows use heavy weight sheet during 
entire felt life—or saves waste time and stock 
when you want change paper weight. Helps kee 
lectures felt aligned, straightens seam, reduces tension felt 

and slices—actually allows use narrow felt. Elim- 
inates whippers, save felt wear. Saves time 
washing, even saves water! 


“No disadvantages!" Users report satisfaction from opera- 
illustrations tors through management, with this amazingly inexpensive new Mount 
Hope Felt 


Write today for complete details! 


FIFTH STREET TAUNTON MASSACHUSETTS 


200 pages text 


ay; | 
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Two the Men Behind Eastwood Wires— Lancaster 


and Clarence Reed 
TEAM FOR THE “BIG 


Here fourdrinier wire getting its final 
conditioning the “stretching table”. Only 
molten metal, centrifugally cast, weeks ago 
our foundry, the many and varied skills our 
large, completely integrated plant have trans- 
formed the alloys into uniformly-woven wire 
that will enable some fine mill maintain 
reputation for top-quality paper. 


EASTWOOD NEALLEY CORPORATION Belleville, 


CLEAN PAPER 


impossible with old, worn Screen Plates. Change 
new, fine-cut Screen Plates and 
amazed the instant improvement QUALITY. 


“FITCHBURG” New Duplex Slot 
FLAT PLATES 


Rolled Bronze and Copper 


Plain BIRD SCREEN PLATES 
Chromium Plated JONES SCREEN PLATES 


FITCHBURG 
Plate Co., Inc. 


301 South Street 
Massachusetts 


MEYER EQUIPMENT 


BUILT SPECIALISTS FOR THOSE 
WHO WANT THE BEST 
LOW COST 


SPEED REGULATORS FOR WATERWHEEL 
DRIVEN PULP GRINDERS 


LOAD REGULATORS FOR MOTOR- 
DRIVEN PULP GRINDERS 


MASTER REGULATORS FOR 
CONTROLLING TOTAL MILL LOADS 


DIFFERENTIAL PRESSURE VALVES 
AND 
DIFFERENTIAL PRESSURE GAGES 


OUR CUSTOMERS ARE 
OUR ONLY SALESMEN 


MEYER GOVERNOR CO. 
284 BAKER BLDG. 


MINNEAPOLIS, MINN. 


Rebuilding and reconditioning calender roils 240 inches Wheeler 
specialty, backed years experience, Wheeler 
embossing calenders, rolls, decorating equipment. 


EASTERN DUTCHER, RANDOLPH SPRINGFIELD MASS. 


THE WHEELER ROLL 


>». 
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SALT CAKE 


CORPORATION 


Manalattured at Baten Rouge, Louisiana 


ETHYL CORPORATION 


100 Park Avenue Building New York 


BLAW-KNOX GRATING 


the Front Rank Industry 


counts 


OPEN SPACE STRENGTH 
LONG LIFE CLEANNESS 


SAFETY 
Blaw-Knox Steel Grating 


electroforged into rigid, 
one-piece panels, using 
twisted cross bars for firm 
footing. Bring your open 
steel flooring problems 

Blaw-Knox for expert 
help. Bulletin 2365 sent 
request. 


BLAW-KNOX DIVISION 

BLAW-KNOX COMPANY 
2055 Farmers Bank 

Pittsburgh 22, Pa. 
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HOW DRY 


ARE THEY? 


THOSE BOARDS PAPERS NEATLY 
STACKED PILES SKIDS 


DON'T 


NEW ELECTRODES for use with the HART 
MOISTURE METER now make possible accurate 
determinations well within the inner portions the 
stack without disturbing stack. 


These electrodes are long enough penetrate many 
inches from the edge the stack. They are easy 
insert and easy withdraw, and not destroy the 
sheets. Available for use with your present HART 
MOISTURE METER either model available 
with new instruments without the lever contactor for 
those who have occasion make spot tests 
single sheet. 


RANGE 


The moisture content band which may covered will 
the same when the standard lever contactor 
employed and the calibration will unchanged. Read- 
able one quarter one percent. 


WRITE FOR COMPLETE INFORMATION 
ADDRESS 


HART-MOISTURE-METERS 


Suite 1948 Grand Central Terminal New York 17, 


VAPO SYSTEMS 


THE MODERN METHOD 
PAPER 


FOR 


PAPER MILLS WAXING PLANTS 
BAG PLANTS BOARD 
HIGH SPEED PRINTING PRESSES 


VAPO SYSTEMS COMPANY 


1931 Tenth Ave., Maywood, Maywood 3169 


BLAW-KNOX 
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HERMANN CLAFLIN 


Fabricated One- 
Piece-Liners quickly 
and easily changed. 


Stainless Steel 


* 
Heat Treated Chro. 
Manganese 

Bar Widths: 3/16", 
1/4", 3/8, 1/2" 
3/4". 


One down time gen- 
erally for removing 
wood when used. 


Worn liners can re- 
turned for substan- 
tial credit, tagged 
and shipped freight 
collect. 


With and without 


wood fillets for chan- 
nel control. 


TYPE FILLINGS 


ALSO: SPECIAL SECTIONAL TYPE HYDRATING PLUG 
“THE MOST VERSATILE REFINER AVAILABLE TODAY" 


Exclusive Sales Agent: THE EMERSON MFG. CO., LAWRENCE, MASS. 


Williams High Speed Centrifuge 


The Most Rapid Method for the Reduction Stock Definite Moisture 


Content from which Moist Samples May Taken for Accurate Freeness 


Tests. For the Determination Consistency Beater and Machine 
White Water, etc. 


Development and Manufacture Pulp and Paper Testing Instruments 
for years. 


Pulp Testing Ovens Wood Chip Classifiers Paper Moisture 
Sheet Moulds Pebble Mills Freeness Testers 
Laboratory Presses A.S.T.M. Penetration Testers Laminating and Plastic 
Sheet Dryers Smoothness Testers Moulding Presses 


WILLIAMS APPARATUS Inc. 


PARK PLACE WATERTOWN, 


THE MILL EQUIPMENT ISSUE 
PAPER TRADE JOURNAL 


will appear 


SEPTEMBER 19th, 1952 


More than 250 New Equipment descriptions—plus staff written mill stories 


SR 


and 
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Sixty paper companies have already bought 
1,966 copies William Bond Wheelwright’s 
“Practical Paper Technology” for distribu- 
tion their men. 


“We have long looked for such book that 
could put the hands our boys”, 
writes Henry Zimmerman, Pres. The 
Johnston Paper “It certainly will 
great value the industry.” 

This book begins with survey 
the Paper Industry” and ends with list 


rogress 


books recommended for collateral read- 


WEST 47th ST. 


PRACTICAL PAPER TECHNOLOGY 


LOCKWOOD TRADE JOURNAL CO. 


CARL RICHTER TUCKER 
CARL ORR 
BEAU THOMAS 


RAY CZERWINSKI 


JIM SINGER 


HOWARD DUGGAN 


ing. The intermediate chapters are entitled: 
“How Judge Paper”; “Physical Aspects 
Paper”; “Practical Manual and Visual 
Tests”; “Essential Facts About Papermak- 
ing”; “Coated, Glazed and Specialty Pa- 
Permanence Paper”; “Paper Diffi- 
for Printing” “Letterpress Printing” “Off- 
set Lithography” “Intaglio Processes.” 


Practical Paper Technology, durable 
paper cover, $2.25: Library Edition, cloth 
binding, copies, $3.00 


NEW YORK, 


TOM KETTLES 
LLOYD PUBLICOVER 
ARCH BRANCHE 
MARILLEY 


QUINN 
JOHN MAXSON 
STEVE HALEY 


STEBBINS 


THANK YOU!! 


THEIR FRIENDS THE 
WHO”’ 


STEBBINS ENG. CORP. 
SEATTLE, WASH. 


FOR MANY YEARS PLEASANT RELATIONS 


STEBBINS ENG. MFG. CO. 
WATERTOWN, 
CANADIAN STEBBINS ENG. MFG. CO., LTD. 
MONTREAL, 
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BLEACHED SULPHITE 
Book and Bond 


llves 


Kausankoski 


Rosenlew 


Haarla 


Rauma 


Rauma— 
Dissolving and Alpha 


Kaukas Dissolving 
Sphinx Dissolving 


UNBLEACHED SULPHITE 


Aanekoski—Special 
Eklof 

Jakobstad 

Nokia 
Kemi 
V-L. 
Walkiakoski 


Kajaani 


Tornator 


Tornator Glassine 


KRAFT 
Kemi 
Oulu 


Sunila 


Tornator (Seal) 


Joutseno 
Oulu Semi-Bleached 


Sunila Semi-Bleached 


DRY GROUNDWOOD 
Thin Sheets 
Killinkoski 
Stockfors 


Svarta 


Siuro 


PULP SALES CORPORATION 


230 PARK AVE., NEW YORK 17, 


NLA 


Offers You 


SOURCE QUALITY 


WOOD 


FOR EVERY TYPE 


PAPER and BOARD 


SHIPMENTS MONTHLY 
THROUGHOUT THE YEAR 


Telephone: ORegon 9-3640 


CONSISTENTLY 


tale 
4 
a 
4 
x 


